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Summary 


Problem 

The  U.S.  Air  Force  Medical  Support  Agency,  Surgeon  General  Support  Logistics  Office  requested 
that  the  Naval  Health  Research  Center  (NHRC)  use  its  Estimating  Supplies  Program  (ESP)  to  develop 
and  manage  the  Allowance  Standard  (AS)  for  its  Gynecological  Treatment  Team  (FFGYN)  Unit  Type 
Code.  The  desired  end  was  to  baseline  the  FFGYN  medical  capability  as  a  specialty  augmentation  unit 
assigned  to  an  Expeditionary  Medical  Support  (EMEDS)  Air  Force  Theater  Hospital  while  in  support 
of  missions  like  Small-Scale  Contingency  and  humanitarian  operations.1 

Objective 

The  primary  objective  of  this  study  was  to  build  a  model  that  constitutes  a  baseline  for  a  gynecological 
medical  capability  for  use  as  an  augment  to  the  EMEDS  System+10  or  EMEDS+25.  This  would  give 
those  sized  theater  hospitals  the  ability  to  diagnose  and  treat  acute  and  nonacute  gynecological 
conditions  in  a  deployed  setting.  Medical  support  that  the  EMEDS+10  and  EMEDS+25  would  likely 
need  to  provide  the  FFGYN  was  also  identified. 


Method 

A  detailed  study  was  completed  of  clinical  requirements,  the  operating  environment  in  which  the 
FFGYN  deploys,  and  its  mission  scope.  After  analyzing  these  elements,  NHRC  was  able  to 
recommend  a  range  of  patient  conditions  (PCs)  that  the  FFGYN  would  treat  and  their  concomitant 
clinical  and  nonclinical  procedures.  To  determine  probabilities  and  frequencies  for  each  PC  the 
FFGYN  module  might  be  expected  to  treat,  these  findings  were  presented  to  a  panel  of  subject  matter 
experts  (SME),  to  the  Air  Combat  Command  Manpower  and  Equipment  Force  Packaging  System 
(MEFPAK),  and  to  the  MEFPAK  Responsible  Agency. 

A  panel  of  gynecological  and  logistical  SMEs  convened  14-18  May  2007  at  the  Royal  Air  Force  base 
in  Lakenheath,  UK,  to  discuss  and  review  PCs,  clinical  tasks,  and  appropriate  medical  equipment 
and  supplies.  A  Form,  Fit,  Function  evaluation  was  also  conducted,  to  which  NHRC’s  modeling 
contributed  significantly.  The  inventory  evaluation  entailed  an  in-depth  review  of  supplies  and 
equipment.  With  SME  input,  revisions  were  made.  For  each  PC  included  in  the  capability’s  task 
profiles  were  identified  and  supplies  were  assigned  to  each  task. 

Results 

A  comprehensive  list  of  patient  conditions  (PCs)  with  clinically  based  requirements  was  developed. 
Task  profiles  based  on  the  mission  capability  statement  were  aligned  with  supplies  and  equipment, 
then  reviewed  and  discussed.  Three  new  PCs  and  seven  new  tasks  were  developed  to  complete  the 
full  range  of  PCs  that  might  be  treated  by  the  FFGYN  module.  Identifying  FFGYN  core 
capabilities  could  validate  future  gynecological  requirements  and  assist  with  a  review  of  the  AS  for 
planning  and  training  for  future  deployments. 

The  resulting  materiel  configuration  satisfies  the  operational  and  clinical  components  of  the  Air  Force 
Tactics,  Techniques,  and  Procedures  for  the  Medical  Gynecological  Treatment  Team. 
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Introduction 


Bac  kground 

The  Air  Force  has  been  involved  in  an  increasing  number  of  Small-Scale  Contingency  and 
humanitarian  relief  operations,  highlighting  its  need  to  develop  highly  mobile,  expeditionary  medical 
treatment  facilities  (MTFs).  Concurrently,  the  U.S.  Armed  Services  are  developing  military  medical 
systems  to  satisfy  the  Joint  Chiefs  of  Staff  Vision  2010  concept  of  providing  greater  expeditionary 
mobility  and  dispersion  with  a  smaller  logistical  footprint.2  The  MTFs  were  conceived  as  modular 
capabilities  that  range  from  routine  outpatient  care  to  the  treatment  of  critically  injured  or  ill 
personnel.  Specialties  that  increase  the  range  of  medical  conditions  a  capability  might  treat  could 
subsequently  be  added  as  building  blocks  to  deploy  as  needed.  Optimally,  this  would  facilitate 
configuring  materiel  to  maximize  utility  without  sacrificing  the  ability  to  provide  care.  Guidance 
provided  by  the  Joint  Chief  s  of  Staff  Vision  2020  calls  for  using  a  scientific  approach  to  leveraging 
and  enhancing  existing  information  technologies  that  support  modern  operational  capabilities.3 

The  Air  Force  sought  a  more  precise  and  efficient  method  for  determining  medical  readiness,  a 
methodology  for  creating  flexibility  and  mobility  without  losing  clinical  capability.  Under  the  aegis 
of  the  Marine  Corps  Systems  Command,  NHRC  had  an  established  methodology  for  creating 
medical  capabilities  and  maintaining  their  inventories,  by  conducting  readiness  reviews.  Through  this 
process,  NHRC  developed  a  medical  requirements  model  and  supporting  database  called  the 
Estimating  Supplies  Program  (ESP),  a  primary  source  of  data  for  the  Joint  Common  User  Database 
developed  by  the  Defense  Medical  Standardization  Board  (DMSB)  for  Level  1  and  2  clinical  tasks. 
The  database  consists  of  PCs  and  clinical  tasks  mapped  to  supplies  required  to  complete  those  tasks, 
linking  each  supply  with  a  clinical  requirement.  Every  supply  in  the  inventory  is  therefore  necessary 
and  accounted  for  by  virtue  of  its  attachment  to  a  patient  treatment  profile.  ESP  was  used  to 
develop  and  streamline  Marine  Corps  medical  capabilities  such  as  the  Forward  Resuscitative  Surgical 
System  (FRSS) 5  and  the  En  Route  Care  System  (ERCS). 6 

To  begin  the  process  of  developing  modular  medical  capabilities,  the  first  step  is  to  establish 
a  baseline  for  a  medical  system  clinical  capability  by  aligning  it  with  its  mission  requirements. 

In  the  Air  Force  Theater  Hospital  system,  EMEDS  is  the  main  medical  asset  deployed  in 
support  of  a  variety  of  military  missions,  with  an  emphasis  on  treating  injuries  and  illnesses 
associated  with  war.  Specialty  augmentation  units  are  assigned  to  the  EMEDS  system,  to 
bring  increased  surgical  and  support  capability.  The  U.S.  Air  Force  Medical  Support  Agency, 

Surgeon  General  Support  Logistics  Office  (AFMSA/SGSLX),  asked  NHRC  to  build  models 
that  establish  a  baseline  inventory  for  its  Unit  Type  Codes  (UTCs).  To  date,  NHRC  has 
reviewed  the  Mobile  Forward  Surgical  Team  (MFST),7  the  Critical  Care  Air  Transport  Team 
(CCATT),8the  Global  Reach  Laydown  (GRL),9and  the  Air  Force  Four-Bed  Critical  Care 
Unit  (FFCCU),10  Oral  Surgery  Augmentation  Team  (FFMAX),11  Pediatric  Augmentation 
Team  (FFPED),12  and  Otolaryngology  Team  (FFENT).11 

The  present  study  outlines  the  process  of  developing  the  model  for  the  FFGYN  UTC.14An 
FFGYN  unit  can  be  assigned  to  an  EMEDS+10  or  an  EMEDS+25  without  the  full  complement  of 
specialty  UTCs.  Identifying  core  FFGYN  capabilities  would  validate  future  clinical  requirements  and 
provide  a  baseline  for  an  Allowance  Standard  (AS)  review  when  planning  and  training  for  future 
deployments. 
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As  with  the  other  Air  Force  UTCs  for  which  models  were  built,  a  simulation  package  was  created 
for  the  FFGYN  UTC  using  ESP’s  underlying  relational  database  structure.  The  structure,  shown  in 
Figure  1,  outlines  the  associations  made  between  PCs,  tasks,  and  related  supplies.  In  this  case,  PC 
118,  Wound  External,  Genitalia  Female  Severe-Cacerated,  Avulsed,  Crushed,  is  aligned  with  tasks  specific  to 
administering  care  for  that  condition.  The  final  column  lists  the  supplies  required  to  carry  out  those 
tasks.  Using  this  process  yields  a  supply  inventory  that  is  specific  to  the  mission  capability 
requirements. 


PC 

Code 

Taxonomy  of 
Care 

Functional 

Area 

Task 

%of 

Patients 

Supplies 

001 

- 

FFENT 

Triage 

100 

SPONGE  SURGICAL  CELLULOSE  & 
COTTON  &  GAUZE  4X4" 

002 

" 

FFMAX 

Assess  and  Evaluate 
Patient 

100 

HOLDER  SUTURE  NEEDLE 
HEGAR-MAYO  6  INCH  CENTRAL 
OVAL  GROOVED  JAWS 

003 

- 

FFPED 

Oxygen  Set  Up 

100  ^ 

SUTURE  ABS  CUTICULAR  SZ  4-0  18" 
LG  NDL  FS-2  VICRYL  ORDER  BY  3S 

015 

EMERGENCY 
FWD  CARE 

FFGYN 

Oxygen  Admin 

log 

BANDAGE  GAUZE  6-PLY  ROT, LED 
WHITE  STERILE  4YD  X  4.5IN  I.S. 

100S 

016 

FORWARD 

RESUSCITATIVE 

/  FFCCU 

\  Needle  Thoracostomy 

/  25 

ADHESIVE  TAPE  SURGICAL 

POROUS  WOVEN  1"X  10YD  12S 

118 

THEATER  / 

HOSPITAL  / 

EMEDS+10 

Minor  Surgical  Procedure 
(Debride/ Suture/Incision) 

100 

167 

DEFINITIVE 

CARE 

EMEDS+25 

Interpret  Lab  Results 

75 

168 

EN  ROUTE 

CARE 

Warm  Fluid  Infusion 

50 

Figure  1.  PC  118,  Wound  External,  Genitalia  Female  Severe-Lacerated,  Avulsed,  Crushed. 


Capability  Statement  for  the  Gynecological  Medical  Treatment  Team 


Mission 

The  mission  of  the  Medical  Gynecology  Treatment  Team  is  to  provide  gynecological  support  to 
diagnose  and  treat  acute  and  nonacute  conditions  in  a  deployed  setting.  It  provides  gynecological 
services  and  limited  emergent  obstetrics  capability.  It  is  not  a  stand-alone  capability,  and  must  be 
attached  to  an  EMEDS+10  or  an  EMEDS+25.  It  contains  enough  supplies  for  a  30-day  operation 
without  resupply.  The  patient  population  it  supports  includes  primarily  U.S.  and  coalition  forces; 
however,  depending  on  the  mission,  it  might  also  include  local  civilian  populations.  Possible  mission 
scenarios  include  wartime  support  of  U.S.  and  coalition  forces,  small-scale  or  lesser  contingency 
operations  such  as  natural  and  manmade  disaster  response,  humanitarian  relief,  peacekeeping,  or 
peace  enforcement. 

Capability 

The  FFGYN  triages  and  manages  routine  and  potentially  life-threatening  gynecological  conditions 
of  deployed  military  forces.  It  is  prepared  to  provide  intervention  for  and  treatment  of  sexually 
transmitted  diseases  (STDs)  and  other  gynecological  complaints,  sexual  assault  evaluations,  and 
counseling  for  contraception  and  contraceptive  use.  The  team  might  assist  in  the  surgical  care  and 
management  of  battlefield-related  abdominal,  pelvic,  and  gynecologic  injuries,  or  evaluate  and  treat 
conditions  like  cervical  dysplasia  with  colposcopy  and  cervical  conization  (loop  electrosurgical 
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excision  procedure  [LEEP]),  but  has  only  limited  capability  for  incidentally  encountered  life- 
threatening  obstetric  emergencies. 

Personnel 

Manpower  for  the  FFGYN  medical  capability  consists  of  one  staff  obstetrician/gynecologist,  one 
women’s  health  nurse  practitioner,  one  clinical  obstetric  nurse,  and  two  aerospace  technicians. 

Materiel 

The  only  pharmaceuticals  an  FFGYN  carries  are  an  initial  30-day  supply  used  for  obstetric 
emergencies,  neonatal  resuscitation,  STD  treatment,  and  contraceptive  management.  The  unit  would 
rely  on  EMEDS+25  pharmacy  support  once  the  initial  supply  is  depleted  and  to  treat  any  other 
medical  conditions.  Additional  supplies  not  carried  in  the  FFGYN  assemblage  are  available  through 
the  supporting  Laboratory/Pharmacy/Radiology  augmentation  units.  Base  operational  support  is 
required,  similar  to  that  required  by  EMEDS. 


Methodology 


The  NF1RC  method  of  modeling  medical  materiel  requirements  was  developed  to  establish  and/ or 
review  Authorized  Medical  Allowance  Lists  (AMALs),  equivalent  to  the  Air  Force  AS,  for  various 
Navy  and  Marine  Corps  medical  capabilities.  NFIRC’s  aim  is  to  give  medical  personnel  the  materiel 
they  need  to  provide  the  best  possible  care,  while  maintaining  a  minimal  logistical  footprint,  and  to 
continue  with  the  ongoing  transformation  of  new  capabilities,  as  mandated  by  the  current  Joint 
Vision  2020. 

The  ESP  relational  database  was  derived  from  Time,  Task,  Treater  (TTT)  files  originally  developed 
by  the  DMSB  for  Level  3  MTFs.  NHRC  adapted  the  TTT  files  to  model  both  Navy  and  Marine 
Corps  Level  1  and  2  facilities,  updating  ESP  data  monthly  to  reflect  changes  in  medical  equipment 
and  supplies.  Functional  areas  within  each  capability  are  also  routinely  updated,  using  subject  matter 
expert  (SME)  input  and  military  medical  lessons-learned  data,  to  remain  current  with  changes  in 
field  care  and  joint  doctrine.  As  mentioned,  NHRC  is  the  primary  contributor  of  Level  1  and  2  data 
to  the  DMSB  Common  User  Database,  which  is  the  reason  ESP  was  chosen  as  the  primary  data 
source  for  this  study  (telephone  conference  with  DMSB,  AFMSA/SGSLX,  and  NHRC,  7  July 
2005).  A  comprehensive  description  of  ESP’s  background,  capabilities,  uses,  frequently  asked 
questions,  and  a  download  link  is  available  at:  http:/ /www.nhrc.navy.mil/programs/esp/index.html 

The  methodology  is  to  create  an  appropriate  patient  stream  consisting  of  a  group  of  PCs  likely  to  be 
treated,  as  set  out  in  the  mission  Concept  of  Operations  (CONOPS)  of  the  UTC.  Using  the  TTT 
files,  clinical  tasks  can  be  mapped  to  each  condition.  Once  the  tasks  and  PCs  are  mapped  to  one 
another,  supplies  can  be  associated  to  tasks,  and  the  lists  of  equipment,  medications,  durables,  and 
consumables  can  be  assessed  for  suitability.  An  SME  panel  rigorously  reviews  and  evaluates  each 
step  of  this  process  to  ensure  every  inventory  meets  operational  and  medical  needs. 

Ffetient  Strea  m  G  eneration 

Using  ESP,  the  study  team  developed  a  patient  stream  representative  of  the  PCs  that  an 
FFGYN  team  would  likely  treat  in  a  30-day  period.  They  assumed  that  not  all  the  PCs  would 
be  seen  in  those  30  days,  but  that  they  might  present  over  a  protracted  length  of  time.  The 
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patient  stream  they  assembled  comprised  12  surgical  patients  and  166  outpatients.  A  panel  of 
SMEs  then  vetted  this  group  of  likely  PCs.  Even  though  not  all  PCs  are  seen  within  the  30- 
day  period,  all  clinical  and  nonclinical  tasks  are  included  in  the  patient  stream  used  for  the 
simulation,  and  all  supplies  were  used  at  least  one  time. 

f^tient  C  onditions 

A  range  of  20  PCs  from  the  NHRC  ESP  database  and  the  DMSB  TTT  files  were  added  to  the 
model,  based  on  the  capability  requirements  from  the  Air  Force  Medical  Services  CONOPS.11  Three 
additional  PCs  were  developed  and  evaluated  by  an  SME:  Examination  (Routine,  General), 

Endometriosis,  and  Pregnancy.  Table  1  lists  the  PCs  and  the  approximate  percentages  in  which  they  are 
seen  in  Outpatient,  Surgery,  or  both. 


Table  1.  FFGYN  UTC  Patient  Descriptions  and  Occurrences 


PC 

DESCRIPTION 

OUTPATIENT 

SURGICAL 

TOTAL 

PATIENTS 

118 

WOUND  EXTERNAL  GENITALIA  FEMALE 

SEVERE  -  LACERATED  AVULSED  CRUSHED 

1 

1 

119 

WOUND  EXTERNAL  GENITALIA  FEMALE 
MODERATE  -  ABRADED  CONTUSED 

3 

3 

209 

FUNGAL  INFECTIONS 
(TINEAS/CANDIDAS /YEASTS) 

10 

10 

210 

PEDICULOSIS  ALL  CASES 

1 

1 

211 

SCABIES  ALL  CASES 

1 

1 

213 

CYST/ ABSCESS  ALL  CASES  INCLUDING  MINOR 
INCISION 

3 

1 

4 

269 

SEXUALLY  TRANSMITTED  DISEASE,  NSU, 
MUCUPURULENT,  CERVICITIS,  TRICOMONAS 

3 

3 

270 

SEXUALLY  TRANSMITTED  DISEASE,  GENITAL 
ULCERS,  ADENOPATHY,  CHANCROID,  GENITAL 
HERPES  SIMPLEX,  LYMPHOGRANULOMA 
VENEREUEM,  SYPHILLIS,  HPV 

5 

5 

271 

SEXUALLY  TRANSMITTED  DISEASE, 

GONORRHEA,  CHLAMYDIA,  SEPTIC  ARTHRITIS, 

PID 

10 

10 

289 

NEOPLASMS  MALIGNANT 

1 

1 

290 

NEOPLASMS  BENIGN 

5 

5 

291 

ABNORMAL  UTERINE  BLEEDING 

1 

1 

2 

292 

DYSMENORRHEA  AMENORRHEA 

20 

20 

293 

PELVIC  INFLAMMATORY  DISEASE  (PID)  ALT. 

CASES 

2 

2 

294 

CERVICITIS  ENDOCERVICITIS  WITH 
SYMPTOMATIC  LEUKORRHEA 

3 

3 

295 

VULVOVAGINITIS 

20 

20 

297 

TUBAL  PREGNANCY  ALL  CASES 

1 

1 

299 

ABORTION  SPONTANEOUS  WITH  HEMORRHAGE 

5 

3 

8 

457 

NEWBORN 

2 

2 

617 

URINARY  TRACT  INFECTION  UNCOMPLICATED 

20 

20 

490 

EXAMINATION  (ROUTINE,  GENERAL) 

50 

50 

491 

ENDOMETRIOSIS 

3 

1 

4 

492 

PREGNANCY 

2 

2 

TOTAL 

166 

12 

178 

5 


Tasks 

There  are  59  clinical  and  nonclinical  tasks  associated  with  PCs  for  this  UTC.  Tasks  such  as  1010 
Hysterectomy,  411  Vulva  and  Perineum-Repair  Wound,  413  Dilation  and  Curettage,  and  414  Salpingectomy, 
were  pulled  from  the  TTT  files.  New  tasks  were  developed  to  account  for  gynecological  procedures 
not  previously  modeled  but  considered  appropriate  to  the  UTC,  and  they  include  Z001  Colposcopy, 
ZOO 2  Pap  Smear,  ZOO 3  Removal  IUD/ Diaphragm,  Z004  C-Section,  ZOO 5  Normal  Delivery,  Z006 
IUD/ Diaphragm  Placement,  and  Z008  Neonatal  Care.  One  specialty  surgical  set  was  built:  Z007  Issue 
Basic  Obstetric.  The  comprehensive  list  of  clinical  and  nonclinical  tasks  performed  by  the  GYN  UTC 
is  shown  in  Table  2.  Appendix  A  contains  a  complete  profile  of  tasks  and  supplies. 


Table  2.  FFGYN  UTC  Surgical  and  Nonsurgical  Task  Descriptions 


TASK 

TASK  DESCRIPTION 

002 

ASSESSMENT  AND  EVALUATION  OF  PATIENT  STATUS 

005 

REMOVE  AND  COLLECT  BELONGINGS,  VALUABLES  AND  EQUIPMENT 

024 

VITAL  SIGNS 

073 

PERFORM  NG/OG  SUCTION 

079 

CATHETERIZATION  FOLEY 

084 

SHAVE  AND  PREP 

085 

WOUND  IRRIGATION 

086 

CLEAN  AND  DRESS  WOUND 

087 

CHANGE/REINFORCE  DRESSING 

108 

MINOR  SURGICAL  PROCEDURE  (DEBRIDE/SUTURE/INCISION) 

142 

ORDER  AND  DOCUMENT  APPROPRIATE  MEDS/TREATMENT 

145 

ADMINISTER  APPROPRIATE  MEDICATION 

151 

GYNECOLOGICAL  EXAMINATION 

197 

CHARTING  AND  PAPERWORK  -  PATIENT  SPECIFIC 

245 

URINE  TESTING 

270 

SUTURE  OR  SKIN  CLIP  REMOVAL 

278 

ARRANGE  FOR  PATIENT  EVACUATION 

279 

ARRANGE  AND  DOCUMENT  RETURN  TO  DUTY 

339 

MINOR  ROOM  PREPARATION 

351 

OR  TEAM  PREP 

353 

TRANSFER  PATIENT  TO  WARD 

354 

MINOR  ROOM  CLEAN-UP 

359 

INDUCE  LOCAL  ANESTHESIA 

411 

VULVA  AND  PERINEUM  -  REPAIR  WOUND  OPEN 

413 

DILATATION  AND  CURETTAGE 

414 

SALPINGECTOMY 

504 

CYSTOSCOPY  AND  STONE  MANIPULATION 

533 

INDUCE/MAINTAIN  REGIONAL  BLOCK 

612 

CBC 

614 

HCT 

615 

WBC 

633 

GRAM  STAIN 

6 


TASK 

TASK  DESCRIPTION 

634 

RPR  TEST  FOR  SYPHILIS 

638 

POTASSIUM  HYDROXIDE  (KOH)  PREPARATION 

639 

PREGNANCY  DETERMINATION  -  HCG 

748 

ASSEMBLE  MATERIEL. /CLEAN  UP 

999 

MORGUE  CARE 

1010 

HYSTERECTOMY 

Z001 

COLPOSCOPY 

Z002 

PAP  SMEAR 

Z003 

REMOVAL  IUD/DIAPHRAGM  /DIAPHRAGM 

Z004 

C-SECTION 

Z005 

NORMAL  DELIVERY 

Z006 

IUD/DIAPHRAGM  PLACEMENT 

Z007 

ISSUE  BASIC  OBSTETRIC  SET 

Z008 

NEONATAL  CARE 

Z027 

CARDIOPULMONARY  RESUSCITATION 

Z030 

ELECTRONIC  MONITORING  OF  PATIENT  VITAL  SIGNS  (PROPAQ) 

Z039 

PERFORM  VENTILATION  WITH  BAG  VALVE  MASK 

Z083 

EXPOSE  PATIENT  FOR  EXAM 

Z104 

TRANSFER  PATIENT  TO  OPERATING  ROOM 

Z108 

FACILITY  SITE  SETUP 

Z109 

CHLAMYDIA  TEST 

ZZ05 

SALINE  WET/PREP 

ZZ32 

LAPAROTOMY 

ZZ34 

PERFORM  ULTRASOUND  ASSESSMENT 

ZZ44 

ISSUE  BASIC  MINOR  INSTRUMENT  SET 

ZZ51 

CLEAN  AND  PREPARE  INSTRUMENTS 

ZZ95 

COLLECT  &  MANAGE  BIOWASTE 

Results 


A  group  of  SMEs  from  the  48th  Medical  Group  gathered  at  RAF  Lakenheath,  UK,  to  discuss  PCs, 
tasks,  and  appropriate  medical  equipment  and  supplies.  The  panel  included  2  OB/GYN  physicians, 
1  women’s  health  practitioner,  1  OB/GYN  clinical  nurse,  and  2  aerospace  medical  technicians. 

A  Form,  Fit,  Function  evaluation  was  conducted  with  the  FFGYN  team.  Patient  scenarios  were 
presented  to  identify  tasks  and  supplies  required  to  support  the  PCs.  Following  a  walk-through  to 
discuss  the  PCs,  tasks,  and  AS,  results  noted  by  the  observers  were  reviewed.  Incorporating  SME 
input,  a  model  was  constructed  using  a  patient  stream  consisting  of  1 66  patients  seen  in  an 
outpatient  setting  and  12  patients  with  injuries  requiring  surgical  repair  by  an  FFGYN  specialist. 
Next,  utilizing  ESP,  the  patient  stream  was  run  through  the  simulation  with  the  AS  to  determine  a 
usage  rate  for  each  item.  This  process  produced  an  inventory  based  solely  on  clinical  requirements. 
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since  ESP  predicates  materiel  requirements  for  a  patient  stream  on  per-patient  consumption  of  an 
item. 

Because  ESP  associates  patients  with  tasks  and  maps  tasks  to  supplies  necessary  to  carry  out  the 
tasks,  the  recommended  changes  to  the  FFGYN  AS  are  based  on  clinical  requirements.  The  results 
indicate  an  8.81%  decrease  in  overall  weight,  a  decrease  in  cube  by  27.70%,  and  a  cost  increase  of 
0.85%,  which  amounts  to  $2364.68.  Modeled  cost  for  the  FFGYN  UTC  is  $281,674.58.  Evaluating 
the  patient  stream  through  an  FFGYN  SME  panel  could  further  validate  the  usage  rate.  Table  3 
shows  a  brief  overview  of  the  changes  by  category,  while  Appendix  B  presents  a  line-item  view  by 
weight,  cube,  and  cost  of  the  FFGYN  AS  inventory  as  it  stands  now,  comparing  it  side  by  side  with 
the  changes  recommended  by  ESP. 


Table  3.  Table  Overview  of  Changes  by  Category 


CATEGORY 

WEIGHT 

CUBE 

COST 

EQUIPMENT 

ESP  EQUIPMENT 

3,744.12 

1,574.74 

$253,180.63 

AS  EQUIPMENT 

3,744.12 

1,574.74 

$253,180.63 

DIFFERENCE 

0.00 

0.00 

$0.00 

PERCENT  CHANGE 

0 

0 

0 

MEDICATION 

ESP  MEDICINE 

155.39 

35.23 

$13,691.19 

AS  MEDICINE 

174.48 

23.37 

$11,672.41 

DIFFERENCE 

(19.09) 

11.855 

$2,018.78 

PERCENT  CHANGE 

-10.94% 

50.72% 

17.30% 

CONSUMABLES 

ESP  CONSUMABLES 

507.37 

75.56 

$14,611.18 

AS  CONSUMABLES 

827.23 

104.51 

$14,243.61 

DIFFERENCE 

(319.87) 

(28.95) 

$367.57 

PERCENT  CHANGE 

-38.67% 

-27.70% 

2.58% 

DURABLES 

ESP  DURABLES 

45.37 

4.69 

$191.58 

AS  DURABLES 

136.72 

22.67 

$213.25 

DIFFERENCE 

(91.35) 

(17.98) 

($21.67) 

PERCENT  CHANGE 

-66.81  % 

-79.33% 

-10.16% 

TOTALS 

ESP  TOTALS 

4452.25 

1690.21 

$281,674.58 

AS  TOTALS 

4882.56 

17.25.29 

$279,309.90 

DIFFERENCE 

(430.31) 

(35.07) 

$2,364.68 

PERCENT  CHANGE 

-8.81% 

-2.03% 

0.85% 

The  cost  increase  of  $2,018.78  was  due  primarily  to  medications.  The  ESP  scenario  stipulated  that 
the  clinical  requirement  for  more  than  45  patients  requiring  treatment  and  prescribed  medications 
for  fungal  or  bacterial  infections  would  increase  the  supply  of  Metronidazole  Gel  Vaginal  Tube  from  10 
to  22  tubes,  and  Clindamycin  Phosphate  Vaginal  Cream  from  10  to  21  tubes.  In  addition,  more  than  50 
patients  requiring  a  prescription  of  Ketorlac  Tromethamine  30mgml  for  pain  management  increased  that 
inventory  from  4  packages  of  10  to  12  packages  of  10.  The  increased  use  of  Ferric  Subsulfate  Solution 
from  2  to  13  bottles  was  based  on  providing  treatment  for  iron  deficiency  to  more  than  12  patients. 


ESP  noted  that  clinical  requirements  for  more  than  170  patients  over  a  30-day  period  would  require 
less  than  the  quantity  stated  in  the  AS  for  5  different  types  and  sizes  of  exam  gloves.  This  meant  that 
instead  of  10  packages  of  100  of  each  type  of  glove,  only  1  package  of  each  type  was  necessary.  It 
was  also  possible  to  reduce  the  number  of  packages  of  glass  microscope  slides  from  10  to  2,  since 
each  package  contains  140  slides. 

The  most  notable  inventory  change  was  the  decrease  in  durables.  Durables  decreased  in  weight  by 
66.81%  (91.35  lb),  in  cube  by  79.33%  (17.98  cubic  feet),  and  by  10.16%  in  cost  ($21.67).  The  most 
significant  decrease  in  durables  was  the  Blanket  Infant  Receiving.  Based  on  the  assumption  that  the 
FFGYN  UTC  has  a  limited  capability  for  emergency  obstetrics  and  for  incidentally  encountered 
obstetric  emergencies,  allowing  one  blanket  per  delivery  meant  the  inventory  of  blankets  could  be 
reduced  from  36  to  2. 

Line  items  that  are  required  in  addition  to  the  FFGYN  AS  in  support  of  tasks  described  in  the  Air 
Force  Tactics,  Techniques,  and  Procedures  for  neonatal  resuscitation  are  supported  by  the  EMEDS 
Allowance  Standard  937A.  One  item  not  carried  in  the  EMEDS  inventory,  the  Raddle  Defib  Red  ext 
U/  O  STD  Adult  Paddle,  2s,  is  available  in  the  FFPED  Allowance  Standard  917D  and  is  a 
recommended  addition  to  the  EMEDS  AS. 


Discussion  and  Conclusion 


Simulation  of  the  inventory  was  performed  using  a  patient  stream  of  178  patients  who  represented 
23  PCs.  Those  PCs  were  then  associated  with  59  tasks,  either  surgical  or  nonsurgical,  patient  visits. 
Tasks  were  derived  from  existing  ESP  data,  and  if  necessary,  new  tasks  were  developed  along  with 
the  frequencies  with  which  they  were  performed.  Supplies  were  then  mapped  to  the  tasks,  and 
quantities  of  each  item  were  evaluated  and  assessed.  The  process  and  its  findings  were  validated  by 
SMEs.  Now  that  the  UTC  has  been  baselined,  future  reviews  and  modernization  of  the  FFGYN  AS 
can  be  assessed. 

Once  a  review  by  an  Air  Force  SME  panel  has  been  completed,  recommended  configuration 
changes  to  the  existing  UTC  (additions,  deletions,  and  quantity  changes)  can  be  made  to  the  AS. 
During  this  review  process,  ESP  will  be  available  for  an  Air  Force  SME  panel  to  align  any  materiel 
items  with  those  specific  clinical  tasks  and  PCs  they  are  intended  to  support.  This  phase  will  be 
completed  at  the  discretion  of  the  Air  Combat  Command  MEFPAK.  Identifying  core  capabilities  of 
the  FFGYN  may  validate  future  gynecological  requirements  and  assist  with  a  review  of  the  AS  for 
planning  and  training  for  future  deployments. 

ESP  is  an  invaluable  resource  when  building  a  new  AS  or  when  modernization  calls  for  modifying 
an  existing  one.  ESP  can  determine  the  materiel  requirements  for  emerging  systems  and  has  been 
used  to  develop  numerous  systems  for  the  Navy  and  Marine  Corps,  including  the  FRSS  and  the 
ERCS,  currently  fielded  and  deployed  in  support  of  troops.  This  program  is  essential  to 
configuration  management  because  a  planner  is  able  to  see  the  impact  of  deleting  an  item  across  a 
spectmm  of  tasks  performed  in  a  given  functional  area.  Moreover,  SMEs  can  review  task  profiles  to 
determine  if  a  task  is  considered  critical,  and,  if  not,  the  treatment  profile  can  be  modified.  The  same 
concept  holds  tme  for  supplies;  SMEs  can  review  the  supplies  for  a  specific  task  and  make  clinical 
judgments,  such  as  whether  a  line  item  can  be  removed  from  a  task  or  if  it  needs  to  be  reduced  or 
increased  in  quantity. 
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Estimating  supplies  required  for  the  FFGYN  is  critical  for  a  mobile,  transportable  system.  ESP  is 
also  a  highly  effective  tool  with  which  to  configure  resupply  packs,  ensuring  medical  materiel 
sustainment  across  a  spectrum  of  medical  care  facilities,  while  maintaining  their  clinical  capability.  It 
also  serves  as  a  leading  consumption  indicator,  making  it  easier  to  identify  resupply  requirements  to 
ensure  adequate  sustainment  of  this  UTC. 

Using  ESP  provides  the  Air  Force  an  avenue  with  which  to  assist  standardization  within  its  theater 
hospital  capabilities  as  well  as  across  the  services.  Other  complex  contingencies  such  as  a 
humanitarian  relief  or  peace  operations  require  a  rapid,  flexible  response  to  achieve  national 
objectives  in  a  specified  time  frame.  Some  situations  might  require  the  capabilities  of  only  one 
military  service,  but  in  most  cases,  a  joint  force  composed  of  both  active  and  reserve  components 
will  likely  be  employed. 

Finally,  the  ESP  simulation  creates  an  audit  trail  establishing  clinical  requirements  for  supply  items 
in  medical  system  inventories  that  enable  logisticians,  medical  planners,  and  MEFPAK  members  to 
validate  current  inventories  and  perform  analyses  of  projected  changes  to  future  ones. 
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Glossary 


AFMSA/SGSLX  -  U.S.  Air  Force  Medical  Support  Agency  Surgeon  General  Support  Logistics 
Office 

AMAL  —  Authorized  Medical  Allowance  List 

AS  -  Allowance  Standard 

CCATT  -  Critical  Care  Air  Transport  Team 

CONOPS  -  Concept  of  Operations 

DMSB  -  Defense  Medical  Standardization  Board 

EMEDS+25  -  25-bed  Expeditionary  Medical  Support  System 

ERCS  —  En  Route  Care  System 

ESP  -  Estimating  Supplies  Program 

FFCCU  -  Air  Force  Four-Bed  Critical  Care  Unit 

FFENT  -  Air  Force  Otolaryngology  Team 

FFGYN  -  Air  Force  Medical  Gynecological  Treatment  Team 

FFMAX  -  Air  Force  Oral  Surgery  Augmentation  Team 

FFPED  -  Air  Force  Pediatric  Augmentation  Team 

FRSS  -  Forward  Resuscitative  Surgical  System 

GRL  -  Global  Reach  Laydown 

LEEP  —  loop  electrosurgical  excision  procedure 

MEFPAK  —  Manpower  and  Equipment  Force  Packaging  System 

MFST  -  Mobile  Forward  Surgical  Team 

MTF  —  medical  treatment  facility 

NHRC  -  Naval  Health  Research  Center 

PC  -  patient  condition 

RAF  —  Royal  Air  Force 

SME  -  subject  matter  expert 

STD  -  sexually  transmitted  disease 

TTT  -  Time,  Task,  Treater  Files 

UTC  -  Unit  Type  Code 
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Appendix  A.  Task  Profile  and  Supplies 


002  ASSESSMENT  AND  EVALUATION  OF  PATIENT  STATUS 

6135008357210 

BATTERY  NONRECHARGEABLE  1.5  VOLT  CYLIND  12S 

6515003245500 

DEPRESSOR  TONGUE  6X0.75X0.062"  STRAIGHT  100S 

6515003406700 

HAMMER  REFLEX  TESTING  TAYLOR  7IN  TRIANGULAR 

6515001656544 

OTOSCOPE&OPHTHALMOSCOPE  SET  ELEC  OPER  BTRY 

6515009354088 

STETHOSCOPE  ADL  24IN  TWO  POSN  VALVE 

005  REMOVE  AND  COLLECT  BELONGINGS,  VALUABLES  AND  EQUIPMENT 

XXXXXXXXXXX25 

NO  SUPPLIES  ASSIGNED  THIS  TASK 

024  VITAL  SIGNS 

6135008357210 

BATTERY  NONRECHARGEABLE  1.5  VOLT  CYLIND  12S 

6515011263843 

COVER  ELECT  THERM  PROBE  3.75IN  TAPER  5000S 

6515012031332 

COVER  ELECTRONIC  THERMOMETER  PROBE  DISP  1000S 

6515010394884 

SPHYGMOMANOMETER  ANEROID  300MM  MAX  CALIBRAT 

6515009354088 

STETHOSCOPE  ADL  24IN  TWO  POSN  VALVE 

6515015257595 

THERMOMETER  CLIN  HUMAN  ELECT  DIG  W/WALL  MOUNT 

6685010701510 

THERMOMETER  SELF-IND  LIQ  IN  GLASS  100-300F 

6515014696151 

THERMOMETERTYMPANIC  TEMP  GENIUS  MODEL  3000A 

073  PERFORM  NG/OG  SUCTION 

6515013065036 

ASPIRATOR  MECONIUM  NEONAT  15MM  OD  DISP  40S 

6515004588414 

CATHETER  &  CONNECTOR  SUCT  TRACH  8FR  DISP  50S 

6515014990001 

STYLET  ENDOTR  NEONAT  12.6IN  6F  STER  DISP  25S 

6515010450029 

SYRINGE  IRRIG  BULB  TYPE  30Z  CAP  5IN  DISP  50S 

6515012337556 

TUBE  TRACH  MURP  CHILD  3.5MM  W/O  CUFF  DISP  10S 

079  CATHETERIZATION  FOLEY 

6515012891962 

CATHETER  SET  UTERIN  5FR  30CM  3CC  SYR  VENT  40S 

6515NCM071411 

CATHETER,  FEMALE  5-3/4IN  14  FR.  (4.6  MM) 

6515014784788 

CATHETERIZATION  KIT  400M  FOLEY  16FR  5CC  10S 

6515014974472 

CATHETERIZATION  KIT  URETHRAL  6  COMPONENTS  25S 

6515014618933 

GLOVE  PATIENT  EXAM  9.5IN  N-DEX  NITR  MED  100S 

6515014618929 

GLOVE  PATIENT  EXAM  LGL  NONPWD  AMB  100S 

6515015199172 

GLOVE  PATIENT  EXAM  M  NON  STER  PWD  FREE  100S 

6515015199161 

GLOVE  PATIENT  EXAM  NON  STER  PWD  FREE  L  100S 

6515015081024 

GLOVE  PATIENT  EXAM  SM  PURPLE  NONPWD  AMB100S 

6510007822698 

SPONGE  SURG  GAUZ  ABS  WHITE  4X4IN  8-PLY  200S 

6515007540406 

SYRINGE  HYPO  5ML  CAP  LUER  SLIP  DISP  100S 

6515004005465 

THERMOMETERTYMPANIC  TEMP  GENIUS  MODEL  3000A 

6530014622497 

WIPE  GERMICIDAL  6X6.75IN  160S 

084  SHAVE  AND  PREP 

6505012145791 

DETERGENT  SURGICAL  llOZ  CAN  24S 

6515003373900 

FORCEPS  GAUZE  PAD  HOLDING  FOERSTER  9IN  STR 

6505014141864 

IODINE  SOL  STRONG  1  PINT  10%  POT  IODINE 

6505002867011 

POVIDONE-IODINE  TOPICAL  EQUI  1%  IODINE  8FL  OZ 
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6505009143593 

POVIDONE-IODINE  TOPICAL  SOL  10%  1/2  FL  OZ  50S 

6510007219808 

SPONGE  SURGICAL  CELL&COT  GZE  4X4IN  STER  1200S 

6530011642953 

SURGICAL  PACK  DISP  5  COMPONENTS  STER  DISP  10S 

6530NCM060121 

TOWEL  PACK  SURG  GRN  26INX18IN  DISP  STER  100S 

085  WOUND  IRRIGATION 

6530008368134 

BASIN  EMESIS  PLAS  KIDNEY  10IN  DISP  250S 

6530007710225 

BASIN  WASH  CORROSION  RESISTING  STEEL  9QT  6S 

6515014618933 

GLOVE  PATIENT  EXAM  9.5IN  N-DEX  NITR  MED  100S 

6515014618929 

GLOVE  PATIENT  EXAM  LGL  NONPWD  AMB  100S 

6515015199172 

GLOVE  PATIENT  EXAM  M  NON  STER  PWD  FREE  100S 

6515015199161 

GLOVE  PATIENT  EXAM  NON  STER  PWD  FREE  L  100S 

6515015081024 

GLOVE  PATIENT  EXAM  SM  PURPLE  NONPWD  AMB100S 

6515001985446 

IRRIGATION  SET  URO  4  COMP  72IN  TUB  W/CON  48S 

6510007219808 

SPONGE  SURGICAL  CELL&COT  GZE  4X4IN  STER  1200S 

6515011643038 

SYRINGE  HYPO  50  OR  60ML  W/O  NDL  100S 

086  CLEAN  AND  DRESS  WOUND 

6515009051473 

APPLICATOR  PLAS /WOOD  ROD  6IN  STER  DISP  2000S 

6505002617257 

BENZOIN  TINCTURE  COMPOUND  1  PT 

6515003333600 

FORCEP  DRESSING  5.50IN  STR&SERR  JAW  RND  TIP 

6515003381200 

FORCEP  TISSUE  10IN  TWZ  STRAIGHT  &  SMOOTH  JAW 

6515011398941 

FORCEP  TISSUE  12IN  CLASSIC  DEBAKEY  DESIGN  CRS 

6515011398931 

FORCEP  TISSUE  CUSHING  7IN  SERR  JAW  NEURO 

6515014618933 

GLOVE  PATIENT  EXAM  9.5IN  N-DEX  NITR  MED  100S 

6515014618929 

GLOVE  PATIENT  EXAM  LGL  NONPWD  AMB  100S 

6515015199172 

GLOVE  PATIENT  EXAM  M  NON  STER  PWD  FREE  100S 

6515015199161 

GLOVE  PATIENT  EXAM  NON  STER  PWD  FREE  L  100S 

6515015081024 

GLOVE  PATIENT  EXAM  SM  PURPLE  NONPWD  AMB100S 

6510007755706 

PAD  ABDOMIN  7.5X8IN  3LAYERS  STER  SEAL  PG  240S 

6510005596130 

PAD  POST  SURGICAL  OBSTET  ABS  SUPER  SIZE  288S 

6505002867011 

POVIDONE-IODINE  TOPICAL  EQUI 1%  IODINE  8FL  OZ 

6515011151730 

SCISSOR  GEN  SURGERY  METZENBAUM  DISSEC  9IN  CRV 

6515005843125 

SCISSOR  GENERAL  SURGICAL  ANG  FERGUSON  7IN 

6515NCM071337 

SCISSOR  SEMI-RIGID  BLNT  SGLE  ACT  JAW  5FRX34CM 

6510007822698 

SPONGE  SURG  GAUZ  ABS  WHITE  4X4IN  8-PLY  200S 

6510007219808 

SPONGE  SURGICAL  CELL&COT  GZE  4X4IN  STER  1200S 

6510009268882 

TAPE  ADHESIVE  SURG  POROUS  WOVEN  1INX10YD  12S 

6510009268881 

TAPE  ADHESIVE  SURGICAL  POROUS  .50INX10YD  24S 

087  CHANGE/REINFORCE  DRESSING 

6515009051473 

APPLICATOR  PLAS /WOOD  ROD  6IN  STER  DISP  2000S 

6505002617257 

BENZOIN  TINCTURE  COMPOUND  1  PT 

6515003381200 

FORCEP  TISSUE  10IN  TWZ  STRAIGHT  &  SMOOTH  JAW 

6515011398941 

FORCEP  TISSUE  12IN  CLASSIC  DEBAKEY  DESIGN  CRS 

6515014618933 

GLOVE  PATIENT  EXAM  9.5IN  N-DEX  NITR  MED  100S 

6515014618929 

GLOVE  PATIENT  EXAM  LGL  NONPWD  AMB  100S 

6515015199172 

GLOVE  PATIENT  EXAM  M  NON  STER  PWD  FREE  100S 
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6515015199161 

GLOVE  PATIENT  EXAM  NON  STER  PWD  FREE  L  100S 

6515015081024 

GLOVE  PATIENT  EXAM  SM  PURPLE  NONPWD  AMB100S 

6510007755706 

PAD  ABDOMIN  7.5X8IN  3LAYERS  STER  SEAL  PG  240S 

6510005596130 

PAD  POST  SURGICAL  OBSTET  ABS  SUPER  SIZE  288S 

6505002867011 

POVIDONE-IODINE  TOPICAL  EQUI 1%  IODINE  8FL  OZ 

6515011151730 

SCISSOR  GEN  SURGERY  METZENBAUM  DISSEC  9IN  CRV 

6515005843125 

SCISSOR  GENERAL  SURGICAL  ANG  FERGUSON  7IN 

6510007822698 

SPONGE  SURG  GAUZ  ABS  WHITE  4X4IN  8-PLY  200S 

6510007219808 

SPONGE  SURGICAL  CELL&COT  GZE  4X4IN  STER  1200S 

6510009268882 

TAPE  ADHESIVE  SURG  POROUS  WOVEN  1INX10YD  12S 

6510009268881 

TAPE  ADHESIVE  SURGICAL  POROUS  .50INX10YD  24S 

108  MINOR  SURGICAL  PROCEDURE  (DEBRIDE/SUTURE/INCISION) 

6515000431770 

BLADE  SURG  KNIFE  DET  NO.  11  150S 

6515000431783 

BLADE  SURG  KNIFE  NO.15  150S 

6515003867600 

CANNULA  LARYN  ANGUL  YANK  9IN  0.234-0.266IN 

6515003333600 

FORCEP  DRESSING  5.50IN  STR&SERR  JAW  RND  TIP 

6515006878054 

FORCEP  HEMO  5.5IN  CRILE  CURVED  JAW  STR  HDL 

6515000800090 

FORCEP  HEMO  CRILE  5.5IN  1.312IN  JAW  STRT 

6515011398213 

FORCEP  HEMO  MIXTER  1  IN  JAW  5.50IN  14CM 

6515000653181 

FORCEP  HEMO  MIXTER  HALF-CURV  6.87-7.375IN 

6515003347500 

FORCEP  HEMO  ROCH-OCHS  1.875IN  JAW  7.25IN  SZ  2 

6515003380300 

FORCEP  TISSUE  ALLIS  6IN  PIV  STRT&SMOOTH  JAW 

6515005843739 

FORCEP  TISSUE  BROWN  6IN  TWZ  STRAIGHT&SER  JAW 

6515011398931 

FORCEP  TISSUE  CUSHING  7IN  SERR  JAW  NEURO 

6515003204600 

FORCEP  TOWEL  BACKHAUS  5.25IN  PRG  TOWEL  CLAMP 

6515003447800 

HANDLE  SURGICAL  KNIFE  DET  BLADE  3  NARROW  NOSE 

6515003419200 

HOLDER  SUTURE  NDL  HEGAR-MAYO  7IN  GROOVED  JAWS 

6515003417200 

HOLDER  SUTURE  NEEDLE  COLLIER  5IN  STRT  JAW 

6515002998737 

HOLDER  SUTURE  NEEDLE  HEGAR-MAYO  7IN  SER  JAW 

6515009269193 

RETRACTOR  MASTWEITLANER  6.5IN  HOOK  4  PRONG 

6515003609200 

RETRACTOR  SET  GEN  OPERAT  DBL  END  8.5&8.75IN 

6515003640920 

SCISSOR  GEN  SURG  MAYO  7IN  BLUNT  1.626IN  CUT 

6515003657100 

SCISSOR  TONSIL  METZENBAUM  7IN  CRV  BLUNT  PTS 

6515009316653 

SUTURE  ABS  4-0  2.25FT  NDL  SH  1/2  CIRCLE  36S 

6515013832700 

SUTURE  ABS  GEN  CLO  0  36IN  NDL  ORDER  BY  3S 

6515013553928 

SUTURE  ABS  GI  SZ  3-0  1  27IN  STRAND  NDL  36S 

6515011243778 

SUTURE  ABS  GI  SZ  4-0  27IN  NDL  3S 

6515013549470 

SUTURE  ABS  OB/GYN  SZ  0  1  36IN  NDL  36S 

6515011904373 

SUTURE  ABS  OB/GYN  SZ  2-0  36IN  ATRALOC  NDL  3S 

6515009900870 

SUTURE  NONABS  SGL  ARMED  3/8  CIR  3-0  BLACK  IS 

6530007940000 

TRAY  INSTRUMENT  CRS  15-1/2X9-1/2X2  INCHES 

6515011534888 

WOUND  CLOSURE  KIT  FACIAL  STER  DISP  20S 

142  ORDER  AND  DOCUMENT  APPROPRIATE  MEDS/TREATMENT 

7520002815918 

CLIP  BOARD  FILE  9X12.5IN  COMP  BOARD  BACK 

7530002910098 

FOLDERS  FILE  MANILA-INV  8.875INX11.75IN  100S 
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7035NCM000342 

LAPTOP  DVD  CLIENT 

7530002237939 

NOTEBOOK  STENOGRAPHER'S  6X9  IN  12S 

7520009357135 

PEN  BALL-POINT  BLACK  FINE  12S 

7510002815234 

PENCIL  N ONINDELIBLE  GRAPHITE  LEAD  NO.2  12S 

145  ADMINISTER  APPROPRIATE  MEDICATION 


6505012069246 

ACYCLOVIR  CAP  200MG  100S 

6505001060875 

AMMONIA  INHALANT  SOL  AROM  0.333ML  AMP  10S 

6505012752568 

AMPICILLIN  AND  SULBACTAM  INJ  3GM  VIAL  10S 

6505014179967 

AZITHROMYCIN  ORAL  SUSPENSION  1GM  PACKETS  10S 

6505014491635 

AZITHROMYCIN  TABLETS  250MG  30S 

6505013265251 

CARBOPROST  TROMET AMIN E  INJ  1ML  AMP  10S 

6505014802501 

CEFAZOLIN  SODIUM  1GM  CEFAZOLIN  10ML  VIAL  25S 

6505012277028 

CEFTRIAXONE  SODIUM  250MG  VIAL  10S 

6505013144280 

CEFTRIAXONE  SODIUM  1GM  SINGLE  DOSE  V  10S 

6505011771982 

CLINDAMYCIN  1 50MG/ML  4ML  VIAL  25S 

6505013682863 

CLINDAMYCIN  PHOSPH  VAG  CREAM  40GM  TU  7  APPLIC 

6505011067281 

CLOTRIMAZOLE  VAGINAL  CREAM  1%  45GM  TUBE  W/APP 

6505011534335 

DOXYCYCLINE  HYCLATE  TABLETS  100MG  500S 

6505009820288 

ERYTHROMYCIN  OPHTHALMIC  OINTMENT  5MG/GM  3.5GM 

6505010932887 

ERYTHROMYCIN  TABLETS  250MG  500S 

6505006861029 

ESTROGENS  CONJUGATED  FOR  FRZ-DRIED  PWDR  25MG 

6505005840412 

ESTROGENS  CONJUGATED  TABLETS  0.625MG  1000S 

6505011533440 

FERRIC  SUBSULFATE  SOL  16  OZ  BOTTLE 

6505013953039 

FLUCONAZOLE  TABLETS  150MG  I.S.  12S 

6505012139514 

GENTAMICIN  SULFATE  40MG  EQUIV/ML  2ML  VIAL  25S 

6505013876167 

GENTIAN  VIOLET  TOPICAL  SOL  30ML 

6505014171250 

GLOBULIN  RHO  (D)  IMMUNE  300MCG  1ML  SYR  ADULT 

6505014979072 

GLOBULIN  RHO  (D)  IMMUNE  5  SYRINGES 

6505001288035 

IBUPROFEN  TABLETS  400MG  500S 

6505014504582 

IMIQUIMOD  CREAM  MED  5%  250MG  PACKET  12  S 

6505013652062 

INDIGOTINDISULFONATE  SOD  8MG/ML  5 ML  AMP  10S 

6505014821064 

KETOROLAC  TROMETHAMINE  30MG/ML  1ML  UNIT  10S 

6505012447982 

LABETALOL  HYDROCHLORIDE  INJ  5MG/ML  20ML  VIAL 

6505015249195 

LEVONORGESTREL  TABLETS  0.075MG  2S 

6505014975663 

MAGNESIUM  SULFATE  2ML  VIAL  25S 

6505014619942 

MEDROXYPROGESTERON  ACET  INJ  150MG/ML  1ML  VIAL 

6505012762029 

MEDROXYPROGESTERONE  ACETATE  TAB  2.5MG  100S 

6505001161374 

METHYLERGON OVINE  MALEATE  0.2MG/CC  1ML  AMP  20S 

6505011309358 

METOCLOPRAMIDE  TABLETS  10MG  100S 

6505013665847 

METRONIDAZOLE  GEL  VAGINAL  70GM  TUBE  W/APPL 

6505008901840 

METRONIDAZOLE  TABLETS  250MG  250S 

6505012971448 

MISOPROSTOL  TABLETS  200MCG  100S 

6505010076116 

MULTIVITAMIN&MINERAL  TABLETS  100S 

6505015334126 

NALOXONE  HYDROCHLORIDE  INJ  0.4  MG/ML  1ML  10S 

6505011868758 

NAPROXEN  TABLETS  500  MG  500S 
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6505013523884 

NITROFURANTOIN  EXT-RELEASE  CAPS  100MG  100S 

6505013984269 

NORETHINDRONE  ACETATE&ETHINYL  ESTR  1.5  MGTABS  840S 

6505013652363 

NORETHINDRONE  AND  ETHINYL  ESTRADIOL  TABS  168S 

6505013464882 

OFLOXACIN  TABLETS  200MG  50  TABLETS  PER  BOTTLE 

6505015050773 

OXYTOCIN  10  UNITS/ML  1  ML  VIAL  25S 

6505001334452 

PENICILLIN  G  PROCAIN  SUSP  600000UN/ML  2ML  10S 

6505000684925 

PHYTONADIONE  10MG/ML  1ML  AMP  25S 

6505013384710 

PODOFILOX  TOPICAL  SOL  3.5ML  BOTTLE 

6505006807352 

PROMETHAZINE  HYDROCHLORID25MG/ML  1ML  AMP  25S 

6505013648557 

PROMETHAZINE  HYDROCHLORIDE  TABLETS  25MG  100S 

6505011868437 

PYRETHRINS  AND  PIPERONYL  BUTOXIDE  SOL  40Z  12S 

6505006873570 

PYRIDOXINE  HYDROCHLORIDE  TABLETS  50MG  1000S 

6505011926554 

SODIUM  CHLORIDE  NASAL  SOL  0.65%  45ML 

6505009262158 

TRICHLOROACETIC  ACID  ACS  1/4  LB  113.4  GM 

1 

51  GYNECOLOGICAL  EXAMINATION 

6515013285221 

BRUSH  UTERINE  CERV  PLAS  CANAL  NONSTER  250S 

6515014618933 

GLOVE  PATIENT  EXAM  9.5IN  N-DEX  NITR  MED  100S 

6515014618929 

GLOVE  PATIENT  EXAM  LGL  NONPWD  AMB  100S 

6515015199172 

GLOVE  PATIENT  EXAM  M  NON  STER  PWD  FREE  100S 

6515015199161 

GLOVE  PATIENT  EXAM  NON  STER  PWD  FREE  L  100S 

6515015081024 

GLOVE  PATIENT  EXAM  SM  PURPLE  NONPWD  AMB100S 

6505001538809 

LUBRICANT  SURGICAL  4  OZ  (113.4  GM) 

6515008172646 

SCRAPER  UTER  CERV  AYRE  7IN  WOOD  DBL  END  500S 

6640015429647 

SEXUAL  ASSAULT  DETERM  KIT  FINGERSTICK  13S 

6640015429647 

SEXUAL  ASSAULT  DETERM  KIT  FINGERSTICK  13S 

6515003705620 

SPECULUM  VAGIN  GRAVES  MED  5.438IN  PIVOTED 

6515003705600 

SPECULUM  VAGINAL  GRAVES  5.75IN  PIVOT  BLADE 

6515009141543 

SPECULUM  VAGINAL  GRAVES  MED  6.50IN  DISP  100S 

6530014622497 

WIPE  GERMICIDAL  6X6.75IN  160S 

197  CHARTING  AND  PAPERWORK  -  PATIENT  SPECIFIC 

7520002815918 

CLIP  BOARD  FILE  9X12.5IN  COMP  BOARD  BACK 

7530002910098 

FOLDERS  FILE  MANILA-INV  8.875INX11.75IN  100S 

7035NCM000342 

LAPTOP  DVD  CLIENT 

7520009044476 

MARKER  TUBE  TYPE  YELLOW  12S 

7530002237939 

NOTEBOOK  STENOGRAPHER'S  6X9  IN  12S 

7520009357135 

PEN  BALL-POINT  BLACK  FINE  12S 

7510002815234 

PENCIL  N ONINDELIBLE  GRAPHITE  LEAD  NO.2  12S 

245  URINE  TESTING 


6530008377472 

CUP  SPECIMEN  PLAS  DISP  4.50Z  100S 

7690009354118 

LABEL  PAPER  RECTANGULAR  1.5INX2.5IN  1000S 

7520003126124 

MARKER  TUBE  FINE  TIP  BLACK  12S 

6550011587995 

TEST  STRIP&COLOR  CHART  URINARY  PH  FILLED  DISP 

270  SUTURE  OR  SKIN  CLIP  REMOVAL 


6530008368134 

BASIN  EMESIS  PLAS  KIDNEY  10IN  DISP  250S 

6515005843739 

FORCEP  TISSUE  BROWN  6IN  TWZ  STRAIGHT&SER  JAW 
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6515011151730 

SCISSOR  GEN  SURGERY  METZENBAUM  DISSEC  9IN  CRV 

6510007822698 

SPONGE  SURG  GAUZ  ABS  WHITE  4X4IN  8-PLY  200S 

278  ARRANGE  FOR  PATIENT  EVACUATION 

XXXXXXXXXXX25 

NO  SUPPLIES  ASSIGNED  THIS  TASK 

279  ARRANGE  AND  DOCUMENT  RETURN  TO  DUTY 

7520002815918 

CLIP  BOARD  FILE  9X12.5IN  COMP  BOARD  BACK 

7530002910098 

FOLDERS  FILE  MANILA-INV  8.875INX11.75IN  100S 

7035NCM000342 

LAPTOP  DVD  CLIENT 

7530002237939 

NOTEBOOK  STENOGRAPHER'S  6X9  IN  12S 

7520009357135 

PEN  BALL-POINT  BLACK  FINE  12S 

7510002815234 

PENCIL  N ONINDELIBLE  GRAPHITE  LEAD  NOT  12S 

339  MINOR  ROOM  PREPARATION 

6530008368134 

BASIN  EMESIS  PLAS  KIDNEY  10IN  DISP  250S 

6530007710225 

BASIN  WASH  CORROSION  RESISTING  STEEL  9  QUART 

6530011832863 

DISPOSAL  CONTAINER  HYPO  NDL&SYR  6.9QT  12S 

6515014983999 

HEADLIGHTS  SURG  PORT  SOLARC  8IN  CORD  HEADBAND 

6530011190015 

PAD  BED  LINEN  PROTECT  NONWOVEN  POLY  DISP  300S 

6530010923914 

PAPER  SHEETING  EXAM-TREAT  125FTX17.75IN  12S 

7210015316103 

SHEET  BED  72X40"  SOLID  AQUA  DISPOSABLE  80S 

351  OR  TEAM  PREP 

6515015196339 

GLOVE  SURG  LATEX&POWD  FREE  7-1/2  STER  200S 

6515015196344 

GLOVE  SURGEON  LATEX  &  POWDER  6  1/2  STER  200S 

6515015196337 

GLOVE  SURGEON  LATEX  &  POWDER  FREE  7  STER  200S 

6515015196347 

GLOVE  SURGEON  LATEX  &  POWDER  FREE  8  STER  50S 

6515014983999 

HEADLIGHTS  SURG  PORT  SOLARC  8IN  CORD  HEADBAND 

6505009143593 

POVIDONE-IODINE  TOPICAL  EQUI 1%  IODINE  8FL  OZ 

8415NCM991102 

PROTECTIVE  EYEWEAR  10'S 

6508014997269 

SKIN  CLEANSER  4  OZ  FLIP  TOP  BOTTLE  48S 

6532013334144 

SLEEVE  SURGICAL  GOWN  PLAS  STER  DISP  60S 

353  TRANSFER  PATIENT  TO  WARD 

TRANSFER  TO  WARD 

XXXXXXXXXXX25 

354  MINOR  ROOM  CLEAN-UP 

7920009265243 

BUCKET  MOP  STEEL  OVAL  16  QUARTS  SWIVEL  CAST 

6515014618933 

GLOVE  PATIENT  EXAM  9.5IN  N-DEX  NITR  MED  100S 

6515014618929 

GLOVE  PATIENT  EXAM  LGL  NONPWD  AMB  100S 

6515015199172 

GLOVE  PATIENT  EXAM  M  NON  STER  PWD  FREE  100S 

6515015199161 

GLOVE  PATIENT  EXAM  NON  STER  PWD  FREE  L  100S 

6515015081024 

GLOVE  PATIENT  EXAM  SM  PURPLE  NONPWD  AMB100S 

7920002671218 

HANDLE  MOP  WOOD  SCREW  CLAMP 

7920002050425 

MOPHEAD  WET  35-37IN  L  8.25IN  W 

7920006826861 

WRINGER  MOP  7-1/8INX3-1/2INX4-5/8INX12-1/2IN 

359  INDUCE  LOCAL  ANESTHESIA 

6515014618933 

GLOVE  PATIENT  EXAM  9.5IN  N-DEX  NITR  MED  100S 

6515014618929 

GLOVE  PATIENT  EXAM  LGL  NONPWD  AMB  100S 

6515015199172 

GLOVE  PATIENT  EXAM  M  NON  STER  PWD  FREE  100S 
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6515015199161 

GLOVE  PATIENT  EXAM  NON  STER  PWD  FREE  L  100S 

6515015081024 

GLOVE  PATIENT  EXAM  SM  PURPLE  NONPWD  AMB100S 

6505014554200 

LIDOCAINE  AND  EPINEPHRINE  1:100,000  20  ML  VI 

6505005986116 

LIDOCAINE  HYDROCHLORIDE  1.0%/ML  50ML 

6515015261726 

NEEDLE  HYP  SAFE  W/SHLD  MECH  21GAX1  1/2IN  50S 

6515006555751 

NEEDLE  HYPO  25GA  .578-.672IN  LUER  LOCK  100S 

6515015261729 

NEEDLE  HYPODERMIC  SAFETY  18GA  X  1.500  50S 

6510007863736 

PAD  ISOPROPYL  ALCOHOL  IMPREGNATED  WHITE  200S 

6505009143593 

POVIDONE-IODINE  TOPICAL  EQUI 1%  IODINE  8FL  OZ 

6510007822698 

SPONGE  SURG  GAUZ  ABS  WHITE  4X4IN  8-PLY  200S 

6515014586966 

SYRINGE  AND  NEEDLE  HYPO  ICC  25  GAGE  DISP  100S 

6515007540412 

SYRINGE  HYPO  10ML  CAP  LUER  SLIP  W/O  NDL  100S 

6515007540406 

SYRINGE  HYPO  5ML  CAP  LUER  SLIP  DISP  100S 

6515014123101 

SYRINGE  HYPODERMIC  20CC  DISP  25S 

6515004627348 

SYRINGE  HYPODERMIC  3ML  LUER  LOCK  DISP  100S 

41 1  VULVA  AND  PERINEUM  -  REPAIR  WOUND  OPEN 


6515003333700 

FORCEP  DRESSING  10IN  STRT&SERR  RD  TIP  HEAVY 

6515003333700 

FORCEP  DRESSING  10IN  STRT&SERR  RD  TIP  HEAVY 

6515003373900 

FORCEP  GAUZ  PAD  HOLD  FOERSTER  9IN  LOCK  JOINT 

6515003373900 

FORCEP  GAUZ  PAD  HOLD  FOERSTER  9IN  LOCK  JOINT 

6515006878054 

FORCEP  HEMO  5.5IN  CRILE  CURVED  JAW  STR  HDL 

6515006878054 

FORCEP  HEMO  5.5IN  CRILE  CURVED  JAW  STR  HDL 

6515003381200 

FORCEP  TISSUE  10IN  TWZ  STRAIGHT  &  SMOOTH  JAW 

6515003381200 

FORCEP  TISSUE  10IN  TWZ  STRAIGHT  &  SMOOTH  JAW 

6515003204600 

FORCEP  TOWEL  BACKHAUS  5.25IN  PRG  TOWEL  CLAMP 

6515003204600 

FORCEP  TOWEL  BACKHAUS  5.25IN  PRG  TOWEL  CLAMP 

6515002998737 

HOLDER  SUTURE  NEEDLE  HEGAR-MAYO  7IN  SER  JAW 

6515002998737 

HOLDER  SUTURE  NEEDLE  HEGAR-MAYO  7IN  SER  JAW 

6515009316653 

SUTURE  ABS  4-0  2.25FT  NDL  SH  1/2  CIRCLE  36S 

6515009316653 

SUTURE  ABS  4-0  2.25FT  NDL  SH  1/2  CIRCLE  36S 

6515013832700 

SUTURE  ABS  GEN  CLO  0  36IN  NDL  ORDER  BY  3S 

6515013832700 

SUTURE  ABS  GEN  CLO  0  36IN  NDL  ORDER  BY  3S 

6515013553928 

SUTURE  ABS  GI  SZ  3-0  1  27IN  STRAND  NDL  36S 

6515013553928 

SUTURE  ABS  GI  SZ  3-0  1  27IN  STRAND  NDL  36S 

6515011243778 

SUTURE  ABS  GI  SZ  4-0  27IN  NDL  3S 

6515011243778 

SUTURE  ABS  GI  SZ  4-0  27IN  NDL  3S 

6515013549470 

SUTURE  ABS  OB/GYN  SZ  0  1  36IN  NDL  36S 

6515013549470 

SUTURE  ABS  OB/GYN  SZ  0  1  36IN  NDL  36S 

6515011904373 

SUTURE  ABS  OB/GYN  SZ  2-0  36IN  ATRALOC  NDL  3S 

6515011904373 

SUTURE  ABS  OB/GYN  SZ  2-0  36IN  ATRALOC  NDL  3S 

6515009900870 

SUTURE  NONABS  SGL  ARMED  3/8  CIR  3-0  BLACK  IS 

6515009900870 

SUTURE  NONABS  SGL  ARMED  3/8  CIR  3-0  BLACK  IS 

6530007940000 

TRAY  INSTRUMENT  CRS  15-1/2X9-1/2X2  INCHES 

6530007940000 

TRAY  INSTRUMENT  CRS  15-1/2X9-1/2X2  INCHES 

6515011771944 

TUBE  DRAINAGE  SURG  RUBBER  PENROSE  INX18IN  10S 
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6515011771944 

TUBE  DRAINAGE  SURG  RUBBER  PENROSE  INX18IN  10S 

413  DILATATION  AND  CURETTAGE 

6515015152891 

ADAPTOR, RESECTOSCOPE  SHEATH  U/W  6515015152897 

6515003230700 

CURETTE  UTERIN  THOMAS  10.50IN  SZ  4  LOOP  SHAPE 

6515012410445 

CURETTE  UTERINE  HEANEY  9.50IN  LOOP  SHARP  SER 

6515012942062 

CURETTE  UTERINE  SUCT  SIMS  SZ  NO.3  SEMI-RIGID 

6515012942061 

CURETTE  UTERINE  SUCT  SIMS  NO.l  SEMI-RIGID 

6515014593604 

DILATOR  SET  UTERINE  HEGAR  SE  OF  8  W/O  ROLL 

6515003373900 

FORCEPS  GAUZE  PAD  HOLDING  FOERSTER  9IN  STR 

6505001538809 

LUBRICANT  SURGICAL  4  OZ  (113.4  GM) 

6510005596130 

PAD  POST  SURGICAL  OBSTET  ABS  SUPER  SIZE  288S 

6515000800964 

SOUND  UTERINE  SIMS  11.5IN  STRAIGHT  BALL  POINT 

6515014464800 

SPECULUM  ENDOCERV  KOGA  9.5IN  GAUGE&SET  SCREW 

6515013336965 

SPECULUM  VAGIN  SIMS  DBL  END  1-1/6INX1-3/16IN 

6515014667576 

SPECULUM  VAGINAL  AUVARD  4IN  X  13-1/2IN 

6515013336967 

SPECULUM  VAGINAL  AUVARD  CRS  5-3/8IN  X  1-1/4IN 

414  SALPINGECTOMY 

6515003866600 

CANNULA  ABDOM  POOLE  23FR  8.75IN  FEN  CURV  HUB 

6515003867600 

CANNULA  LARYN  ANGUL  YANK  9IN  0.234-0.266IN 

6515003333700 

FORCEP  DRESSING  10IN  STRT&SERR  RD  TIP  HEAVY 

6515003387700 

FORCEP  DRESSING  10IN  STRT&SERR  RD  TIP  HEAVY 

6515003373900 

FORCEP  GAUZ  PAD  HOLD  FOERSTER  9IN  LOCK  JOINT 

6515006878054 

FORCEP  HEMO  5.5IN  CRILE  CURVED  JAW  STR  HDL 

6515003349500 

FORCEP  HEMO  PEAN  SLIGHTLY  CURVED  JAW  9IN 

6515003347500 

FORCEP  HEMO  ROCH-OCHS  1.875IN  JAW  7.25IN  SZ  2 

6515011656746 

FORCEP  HYSTERECTOMY  8.25IN  STRAIGHT  JAWS 

6515003352800 

FORCEP  INTESTINAL  BABCOCK  6.250IN 

6515003381200 

FORCEP  TISSUE  10IN  TWZ  STRAIGHT  &  SMOOTH  JAW 

6515003380300 

FORCEP  TISSUE  ALLIS  6IN  PIV  STRT&SMOOTH  JAW 

6515011690292 

FORCEP  TISSUE  BONNEY  6  3/4IN  LONG 

6515006903209 

FORCEP  TISSUE  DEBAKEY  9.5IN  TWZR  STR&SER  JAW 

6515014584198 

FORCEP  TISSUE  INTESTINAL  9-1 /2IN  RING  HANDLE 

6515011398942 

FORCEP  TISSUE  MAYO-RUSSIAN  9IN  6MM  W  FEN  JAWS 

6515003204600 

FORCEP  TOWEL  BACKHAUS  5.25IN  PRG  TOWEL  CLAMP 

6515007542627 

FORCEP  UTERINE  BRAUN  9.5IN  TENACULUM  STRAIGHT 

6515009857109 

FORCEPS  HYSTERECTOMY'  CURVED  HEANEY  9  INCH 

6515011474668 

FORCEPS  TISSUE  ALLIS  10INCH  (25.4CM) 

6515003447800 

HANDLE  SURGICAL  KNIFE  DET  BLADE  3  NARROW  NOSE 

6515009857024 

HOLDER  SUTURE  NEEDLE  HEANEY  8.25IN  SERR 

6515002998737 

HOLDER  SUTURE  NEEDLE  HEGAR-MAYO  7IN  SER  JAW 

6515012396968 

RETRACTOR  ABDOM  O'SUL-O'CON  3  BLADES-1LGE  2SM 

6515003603490 

RETRACTOR  ABDOMINAL  DEAVER  1X12IN 

6515003603530 

RETRACTOR  ABDOMINAL  DEAVER  1X12IN 

6515012080578 

RETRACTOR  RIBBON  FLEXSTEEL  SIZE  1  IN  X  13  IN 

6515003603850 

RETRACTOR  SET  ABDOMINAL  RICHARDSON-EASTMAN  2S 
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6515003609200 

RETRACTOR  SET  GEN  OPERAT  DBL  END  8.5&8.75IN 

6515012988014 

SCISSOR  GEN  SURG  JORGENSON  9IN  CRV  SHARP  PT 

6515003640920 

SCISSOR  GEN  SURG  MAYO  7IN  BLUNT  1.626IN  CUT 

6515003640520 

SCISSOR  GEN  SURG  MAYO  CRVD  BLADE  7IN  BLUNT 

6515011151730 

SCISSOR  GEN  SURGERY  METZENBAUM  DISSEC  9IN  CRV 

6515003640560 

SCISSOR  GENERAL  SURG  MAYO  9.25IN  BLUNT  CRV 

6515003657100 

SCISSOR  TONSIL  METZENBAUM  7IN  CRV  BLUNT  PTS 

6515009316653 

SUTURE  ABS  4-0  2.25FT  NDL  SH  1/2  CIRCLE  36S 

6515013832700 

SUTURE  ABS  GEN  CLO  0  36IN  NDL  ORDER  BY  3S 

6515013553928 

SUTURE  ABS  GI  SZ  3-0  1  27IN  STRAND  NDL  36S 

6515011243778 

SUTURE  ABS  GI  SZ  4-0  27IN  NDL  3S 

6515013549470 

SUTURE  ABS  OB/GYN  SZ  0  1  36IN  NDL  36S 

6515011904373 

SUTURE  ABS  OB/GYN  SZ  2-0  36IN  ATRALOC  NDL  3S 

6515009900870 

SUTURE  NONABS  SGL  ARMED  3/8  CIR  3-0  BLACK  IS 

6530007940000 

TRAY  INSTRUMENT  CRS  15-1/2X9-1/2X2  INCHES 

504  CYSTOSCOPY  AND  STONE  MANIPULATION 

6515014618933 

GLOVE  PATIENT  EXAM  9.5IN  N-DEX  NITR  MED  100S 

6515014618929 

GLOVE  PATIENT  EXAM  LGL  NONPWD  AMB  100S 

6515014618929 

GLOVE  PATIENT  EXAM  LGL  NONPWD  AMB  100S 

6515015199172 

GLOVE  PATIENT  EXAM  M  NON  STER  PWD  FREE  100S 

6515015199161 

GLOVE  PATIENT  EXAM  NON  STER  PWD  FREE  L  100S 

6515015081024 

GLOVE  PATIENT  EXAM  SM  PURPLE  NONPWD  AMB100S 

6505001538809 

LUBRICANT  SURGICAL  4  OZ  (113.4  GM) 

6515015151222 

SHEATH&OBTURAT  CYSTOURETHR  URETHROSC  22F  BLUE 

6515015019468 

TELESCOPE  CYSTOS  HOPK II  4.0MM  FWD-OBLQ  STORZ 

6515015019473 

TELESCOPE  CYSTOS  HOPKINS  II  GRN  4.0MM  STORZ 

6515015140037 

TELESCOPE  ENDOSCOP  UROLOGICAL  70  DEG  HOPK  II 

6530014622497 

WIPE  GERMICIDAL  6X6.75IN  160S 

533  INDUCE/MAINTAIN  REGIONAL  BLOCK 

6515014618933 

GLOVE  PATIENT  EXAM  9.5IN  N-DEX  NITR  MED  100S 

6515014618929 

GLOVE  PATIENT  EXAM  LGL  NONPWD  AMB  100S 

6515015199172 

GLOVE  PATIENT  EXAM  M  NON  STER  PWD  FREE  100S 

6515015199161 

GLOVE  PATIENT  EXAM  NON  STER  PWD  FREE  L  100S 

6515015081024 

GLOVE  PATIENT  EXAM  SM  PURPLE  NONPWD  AMB100S 

6515015261726 

NEEDLE  HYP  SAFE  W/SHLD  MECH  21GAX1  1/2IN  50S 

6515006555751 

NEEDLE  HYPO  25GA  .578-.672IN  LUER  LOCK  100S 

6510007863736 

PAD  ISOPROPYL  ALCOHOL  IMPREGNATED  WHITE  200S 

6505009143593 

POVIDONE-IODINE  TOPICAL  EQUI 1%  IODINE  8FL  OZ 

6510007822698 

SPONGE  SURG  GAUZ  ABS  WHITE  4X4IN  8-PLY  200S 

6515007540412 

SYRINGE  HYPO  10ML  CAP  LUER  SLIP  W/O  NDL  100S 

6515007540406 

SYRINGE  HYPO  5ML  CAP  LUER  SLIP  DISP  100S 

6515004627348 

SYRINGE  HYPODERMIC  3ML  LUER  LOCK  DISP  100S 

612  COMPLETE  BLOOD  COUNT 

XXXXXXXXXXX10 

SUPPLIES  LOCATED  IN  LABORATORY (937) 

614  HEMATOCRIT 
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XXXXXXXXXXX10 

SUPPLIES  LOCATED  IN  LABORATORY (937) 

615  WHITE  BLOOD  CELL  COUNT 

XXXXXXXXXXX10 

SUPPLIES  LOCATED  IN  LABORATORY (937) 

633  GRAM  STAIN 

XXXXXXXXXXX10 

SUPPLIES  LOCATED  IN  LABORATORY (937) 

634  RPR  TEST  FOR  SYPHILIS 

XXXXXXXXXXX10 

SUPPLIES  LOCATED  IN  LABORATORY (937) 

638  POTASSIUM  HYDROXIDE  (KOH)  PREPARATION 

6640006180066 

COVER  GLASS  MICROSCOPE  SLIDE  22  MM  1  OZ 

7690009354118 

LABEL  PAPER  RECTANGULAR  1.5INX2.5IN  1000S 

7520003126124 

MARKER  TUBE  FINE  TIP  BLACK  12S 

6550015210124 

POTASSIUM  HYDROXIDE  SOL  10%  50S 

6640015129892 

SLIDE  MICROSCOPE  CLEAR  FROST  WRITE  AREA  144S 

639  PREGNANCY  DETERMINATION  -  HCG 

6530008377472 

CUP  SPECIMEN  PLAS  DISP  4.50Z  100S 

7690009354118 

LABEL  PAPER  RECTANGULAR  1.5INX2.5IN  1000S 

7520003126124 

MARKER  TUBE  FINE  TIP  BLACK  12S 

6550014910825 

TEST  KIT  HUMAN  CHORIONIC  GONADOTROP  DET  12S 

748  ASSEMBLE  MATERIAL/ CLEAN  UP 

8105011755533 

BAG  PLAS  24X24IN  PLAS  10GAL  1000S 

8105011839769 

BAG  PLAS  39X33IN  DARK  BRN&GRN  33GAL  125S 

6530007710225 

BASIN  WASH  CORROSION  RESISTING  STEEL  9QT  6S 

6530011832863 

DISPOSAL  CONTAINER  HYPO  NDL&SYR  6.9QT  12S 

6515014618933 

GLOVE  PATIENT  EXAM  9.5IN  N-DEX  NITR  MED  100S 

6515014618929 

GLOVE  PATIENT  EXAM  LGL  NONPWD  AMB  100S 

6515015199172 

GLOVE  PATIENT  EXAM  M  NON  STER  PWD  FREE  100S 

6515015199161 

GLOVE  PATIENT  EXAM  NON  STER  PWD  FREE  L  100S 

6515015081024 

GLOVE  PATIENT  EXAM  SM  PURPLE  NONPWD  AMB100S 

999  MORGUE  CARE 

XXXXXXXXXXX25 

NO  SUPPLIES  ASSIGNED  THIS  TASK 

1010  HYSTERECTOMY 

6515003866600 

CANNULA  ABDOM  POOLE  23FR  8.75IN  FEN  CURV  HUB 

6515003867600 

CANNULA  LARYN  ANGUL  YANK  9IN  0.234-0.266IN 

6515012985142 

FORCEP  BIOPSY  UTERINE  TISCHLER  9IN  ALLIG  JAW 

6515003333700 

FORCEP  DRESSING  10IN  STRT&SERR  RD  TIP  HEAVY 

6515003373900 

FORCEP  GAUZ  PAD  HOLD  FOERSTER  9IN  LOCK  JOINT 

6515003387700 

FORCEP  GOITER  LAHEY  STR  6IN  VULSELLUM  3X3 

6515006878054 

FORCEP  HEMO  5.5IN  CRILE  CURVED  JAW  STR  HDL 

6515003349500 

FORCEP  HEMO  PEAN  SLIGHTLY  CURVED  JAW  9IN 

6515003347500 

FORCEP  HEMO  ROCH-OCHS  1.875IN  JAW  7.25IN  SZ  2 

6515011656746 

FORCEP  HYSTERECTOMY  8.25IN  STRAIGHT  JAWS 

6515003352800 

FORCEP  INTESTINAL  BABCOCK  6.250IN 

6515003381200 

FORCEP  TISSUE  10IN  TWZ  STRAIGHT  &  SMOOTH  JAW 

6515003380300 

FORCEP  TISSUE  ALLIS  6IN  PIV  STRT&SMOOTH  JAW 

6515011690292 

FORCEP  TISSUE  BONNEY  6  3/4IN  LONG 
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6515006903209 

FORCEP  TISSUE  DEBAKEY  9.5IN  TWZR  STR&SER  JAW 

6515014584198 

FORCEP  TISSUE  INTESTINAL  9-1 /2IN  RING  HANDLE 

6515011398942 

FORCEP  TISSUE  MAYO-RUSSIAN  9IN  6MM  W  FEN  JAWS 

6515003204600 

FORCEP  TOWEL  BACKHAUS  5.25IN  PRG  TOWEL  CLAMP 

6515012389466 

FORCEP  UTERINE  BOZEMAN  CURV  BOX  LOCK  JNT  10IN 

6515007542627 

FORCEP  UTERINE  BRAUN  9.5IN  TENACULUM  STRAIGHT 

6515009857109 

FORCEPS  HYSTERECTOMY  CURVED  HEANEY  9  INCH 

6515011474668 

FORCEPS  TISSUE  ALLIS  10INCH  (25.4CM) 

6515003447800 

HANDLE  SURGICAL  KNIFE  DET  BLADE  3  NARROW  NOSE 

6515009857024 

HOLDER  SUTURE  NEEDLE  HEANEY  8.25IN  SERR 

6515002998737 

HOLDER  SUTURE  NEEDLE  HEGAR-MAYO  7IN  SER  JAW 

6515012396968 

RETRACTOR  ABDOM  O'SUL-O'CON  3  BLADES-1LGE  2SM 

6515003603490 

RETRACTOR  ABDOMINAL  DEAVER  1X12IN 

6515003603530 

RETRACTOR  ABDOMINAL  DEAVER  2X1 2IN 

6515012983891 

RETRACTOR  HYSTERECT  HEANEY  10.50INX1IN  BLADE 

6515012080578 

RETRACTOR  RIBBON  FLEXSTEEL  SIZE  1  IN  X  13  IN 

6515003603850 

RETRACTOR  SET  ABDOMINAL  RICFIARDSON-EASTMAN  2S 

6515003609200 

RETRACTOR  SET  GEN  OPERAT  DBL  END  8.5&8.75IN 

6515012988014 

SCISSOR  GEN  SURG  JORGENSON  9IN  CRV  SHARP  PT 

6515003640920 

SCISSOR  GEN  SURG  MAYO  7IN  BLUNT  1.626IN  CUT 

6515003640520 

SCISSOR  GEN  SURG  MAYO  CRVD  BLADE  7IN  BLUNT 

6515011151730 

SCISSOR  GEN  SURGERY  METZENBAUM  DISSEC  9IN  CRV 

6515003640560 

SCISSOR  GENERAL  SURG  MAYO  9.25IN  BLUNT  CRV 

6515003657100 

SCISSOR  TONSIL  METZENBAUM  7IN  CRV  BLUNT  PTS 

6515009316653 

SUTURE  ABS  4-0  2.25FT  NDL  SH  1/2  CIRCLE  36S 

6515013832700 

SUTURE  ABS  GEN  CLO  0  36IN  NDL  ORDER  BY  3S 

6515013553928 

SUTURE  ABS  GI  SZ  3-0  1  27IN  STRAND  NDL  36S 

6515011243778 

SUTURE  ABS  GI  SZ  4-0  27IN  NDL  3S 

6515013549470 

SUTURE  ABS  OB/GYN  SZ  0  1  36IN  NDL  36S 

6515011904373 

SUTURE  ABS  OB/GYN  SZ  2-0  36IN  ATRALOC  NDL  3S 

6515009900870 

SUTURE  NONABS  SGL  ARMED  3/8  CIR  3-0  BLACK  IS 

6530007940000 

TRAY  INSTRUMENT  CRS  15-1/2X9-1/2X2  INCHES 

Z001  COLPOSCOPY 


6810001002470 

ACETIC  ACID  GLACIAL  1  LB 

6515015502974 

BALL  ELECTRODE  LEEP  3 MM  DIAMETER  12CM  LONG  5S 

6515015019513 

BRIDGE  ENDOSCOPIC  UROLOGICAL  5FR  INST  STORZ 

6515NCM071473 

BUMM  UTERINE  CURETTE,  12IN  EXTRA  LARGE  MALLE  A 

6515015497779 

COLPOSCOPE  GYNOCOLOGICAL 

6515015346261 

CURETTE  ENDOMET  BIOP  23.5CM  RND  THB-FING  12S 

6515003230700 

CURETTE  UTERIN  THOMAS  10.50IN  SZ  4  LOOP  SHAPE 

6515012410445 

CURETTE  UTERINE  HEANEY  9.50IN  LOOP  SHARP  SER 

6515012983885 

CURETTE  UTERINE  RECT  SHARP  BLD  ENDOCERV  BIOP 

6515003232200 

CURETTE  UTERINE  SIMS  2  MALLEABLE  10.5IN  SHARP 

6515003232300 

CURETTE  UTERINE  SIMS  4  MAL  10.50IN  OVAL  SHARP 

6515014464557 

CURETTE  UTERINE  SIMS  CRS  OB/GYN  SZ5  11IN  LG 
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6515012942062 

CURETTE  UTERINE  SUCT  SIMS  SZ  NO.3  SEMI-RIGID 

6515012942061 

CURETTE  UTERINE  SUCT  SIMS  NO.l  SEMI-RIGID 

6530014984313 

DRAPE  SURG  EMER  118X63IN  CYSTO  LITHO  W/PCH  8S 

6515011534970 

ELECTRODE  GEL  ELECTROMEDICAL  DERMAGEL  40Z 

6515015502982 

ELECTRODE  ROUND  1000  1.0CMW  X1.0CM  12CM  5S 

6515015496482 

ELECTRODE  ROUND  LEEP  2.0CMX1.0CMX12CM  LONG 

6515NCM071271 

ELECTRODE  ROUND  LEEP  1.0CMX1.0CMX12CM  LONG 

6505002999672 

SILVER  NITRATE  APPLICATORS  6  INCH  100S 

6515014464800 

SPECULUM  ENDOCERV  KOGA  9.5IN  GAUGE&SET  SCREW 

6515003707900 

SPECULUM  VAG  AUVARD  9.125IN  WGHT  RETRACT  STYL 

6515013336965 

SPECULUM  VAGIN  SIMS  DBL  END  1-1/6INX1-3/16IN 

6515014667576 

SPECULUM  VAGINAL  AUVARD  4IN  X  13-1/2IN 

6515013336967 

SPECULUM  VAGINAL  AUVARD  CRS  5-3/8IN  X  1-1/4IN 

6515014593312 

SPECULUM  VAGINAL  SIMS  CRS  1-3/16IN  X  1-7/16IN 

6515013336966 

SPECULUM  VAGINAL  SIMS  DBL  ENDED  1INX1-1/16IN 

6515011966222 

SPECULUM  VAGINAL  SS  1  SIDE  OPEN  MED 

6515015079817 

SPECULUM  VAGINAL  STEINER- AUVARD  CURV  BLADE 

6515NCM071472 

SPECULUM  WEISMAN-GRAVES  MED  RIGHT  OPEN 

6515NCM071540 

SPECULUM,  WEISMAN  RIGHT  OPEN 

6515012289862 

SWAB  PROCTOSIGM  TIP  X-LGE  16-1 /2IN  FT  EX  50S 

6515015140037 

TELESCOPE  ENDOSCOP  UROLOGICAL  70  DEG  HOPK II 

Z002  PAP  SMEAR 

6550014740651 

BACTERIOLOGICAL  COLL&TRANSP  W/TRANS  MEDIA  50S 

6550013563980 

BACTERIOLOGICAL  SPEC  COLLECT  &  TRANSP  FEM  50S 

6515013285221 

BRUSH  UTERINE  CERV  PLAS  CANAL  NONSTER  250S 

6515014618933 

GLOVE  PATIENT  EXAM  9.5IN  N-DEX  NITR  MED  100S 

6515014618929 

GLOVE  PATIENT  EXAM  LGL  NONPWD  AMB  100S 

6515015199172 

GLOVE  PATIENT  EXAM  M  NON  STER  PWD  FREE  100S 

6515015199161 

GLOVE  PATIENT  EXAM  NON  STER  PWD  FREE  L  100S 

6515015081024 

GLOVE  PATIENT  EXAM  SM  PURPLE  NONPWD  AMB100S 

6530NCM071471 

JAR,  SPECIMEN  PREFILLED  FORM  10%  60ML  50'S 

7690009354118 

LABEL  PAPER  RECTANGULAR  1.5INX2.5IN  1000S 

7520003126124 

MARKER  TUBE  FINE  TIP  BLACK  12S 

6515012753999 

PUNCH  CUTANEOUS  BIOPSY  5 MM  BLADE  DISP  25S 

6515008172646 

SCRAPER  UTER  CERV  AYRE  7IN  WOOD  DBL  END  500S 

6515003705620 

SPECULUM  VAGIN  GRAVES  MED  5.438IN  PIVOTED 

6515003705600 

SPECULUM  VAGINAL  GRAVES  5.75IN  PIVOT  BLADE 

6515009141543 

SPECULUM  VAGINAL  GRAVES  MED  6.50IN  DISP  100S 

6515012289862 

SWAB  PROCTOSIGM  TIP  X-LGE  16-1 /2IN  FLEX  50S 

Z003  REMOVAL  IUD/DIAPHRAGM 

6515003349500 

FORCEPS  HEMO  PEAN  9IN  SLIGHTLY  CURVED 

6505001538809 

LUBRICANT  SURGICAL  4  OZ  (113.4  GM) 

6515003705620 

SPECULUM  VAGIN  GRAVES  MED  5.438IN  PIVOTED 

6515003705600 

SPECULUM  VAGINAL  GRAVES  5.75IN  PIVOT  BLADE 

6515009141543 

SPECULUM  VAGINAL  GRAVES  MED  6.50IN  DISP  100S 
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Z004  C-SECTION 

6515003333700 

FORCEP  DRESSING  10IN  STRT&SERR  RD  TIP  HEAVY 

6515003373900 

FORCEP  GAUZ  PAD  HOLD  FOERSTER  9IN  LOCK  JOINT 

6515006878054 

FORCEP  HEMO  5.5IN  CRILE  CURVED  JAW  STR  HDL 

6515003347500 

FORCEP  HEMO  ROCH-OCHS  1.875IN  JAW  7.25IN  SZ  2 

6515003352800 

FORCEP  INTESTINAL  BABCOCK  6.250IN 

6515003381200 

FORCEP  TISSUE  10IN  TWZ  STRAIGHT  &  SMOOTH  JAW 

6515003380300 

FORCEP  TISSUE  ALLIS  6IN  PIV  STRT&SMOOTH  JAW 

6515011398942 

FORCEP  TISSUE  MAYO-RUSSIAN  9IN  6MM  W  FEN  JAWS 

6515003204600 

FORCEP  TOWEL  BACKHAUS  5.25IN  PRG  TOWEL  CLAMP 

6515003447800 

HANDLE  SURGICAL  KNIFE  DET  BLADE  3  NARROW  NOSE 

6515002998737 

HOLDER  SUTURE  NEEDLE  HEGAR-MAYO  7IN  SER  JAW 

6515003640920 

SCISSOR  GEN  SURG  MAYO  7IN  BLUNT  1.626IN  CUT 

6515003640520 

SCISSOR  GEN  SURG  MAYO  CRVD  BLADE  7IN  BLUNT 

6515003657100 

SCISSOR  TONSIL  METZENBAUM  7IN  CRV  BLUNT  PTS 

6515009316653 

SUTURE  ABS  4-0  2.25FT  NDL  SH  1/2  CIRCLE  36S 

6515013832700 

SUTURE  ABS  GEN  CLO  0  36IN  NDL  ORDER  BY  3S 

6515013553928 

SUTURE  ABS  GI  SZ  3-0  1  27IN  STRAND  NDL  36S 

6515011243778 

SUTURE  ABS  GI  SZ  4-0  27IN  NDL  3S 

6515013549470 

SUTURE  ABS  OB/ GYN  SZ  0  1  36IN  NDL  36S 

6515011904373 

SUTURE  ABS  OB/GYN  SZ  2-0  36IN  ATRALOC  NDL  3S 

6515009900870 

SUTURE  NONABS  SGL  ARMED  3/8  CIR  3-0  BLACK  IS 

6530007940000 

TRAY  INSTRUMENT  CRS  15-1/2X9-1/2X2  INCHES 

Z005  NORMAL  DELIVERY 


6515015503306 

ASPIRATION  KIT  VAC  EXTRACT  UTER  MAN  6MM  10S 

6510NCM071541 

BANDAGE,  IV  TRANSP  PLAS  SELF-ADH  PED  STER 

6530007710225 

BASIN  WASH  CORROSION  RESISTING  STEEL  9QT  6S 

6135008503177 

BATTERY  NONRECHARGEABLE  CARBON  ZINC  9  VOLT 

6515006560474 

BLADE  LARYNGOSCOPE  MILLER  100MM  SZ  1  INF  REP 

6515004588414 

CATHETER  &  CONNECTOR  SUCT  TRACH  8FR  DISP  50S 

6515015502964 

CUP  VACUUM  DELIVERY  ASSIST  W/TUB&FILT  12S 

6515014621607 

DOPPLER  FETAL  HEART  ANTE /INTRAPART  POCK-DOP3 

6515003373900 

FORCEP  GAUZ  PAD  HOLD  FOERSTER  9IN  LOCK  JOINT 

6515003367600 

FORCEP  TISSUE  INTESTINAL  9-1 /2IN  RING  HANDLE 

6515002998737 

HOLDER  SUTURE  NEEDLE  HEGAR-MAYO  7IN  SER  JAW 

6545015503317 

KIT,  MATERNITY  CARE  PACK,  PRESOURCE 

6515006165052 

LARYNGOSCOPE  MACINTOSH  INFANT  4  BLADE  W/BTRY 

6510005596130 

PAD  POST  SURGICAL  OBSTET  ABS  SUPER  SIZE  288S 

6515003640920 

SCISSOR  GEN  SURG  MAYO  7IN  BLUNT  1.626IN  CUT 

6515003640520 

SCISSOR  GEN  SURG  MAYO  CRVD  BLADE  7IN  BLUNT 

6515003657100 

SCISSOR  TONSIL  METZENBAUM  7IN  CRV  BLUNT  PTS 

6515009316653 

SUTURE  ABS  4-0  2.25FT  NDL  SH  1/2  CIRCLE  36S 

6515013832700 

SUTURE  ABS  GEN  CLO  0  36IN  NDL  ORDER  BY  3S 

6515013553928 

SUTURE  ABS  GI  SZ  3-0  1  27IN  STRAND  NDL  36S 

6515011243778 

SUTURE  ABS  GI  SZ  4-0  27IN  NDL  3S 
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6515013549470 

SUTURE  ABS  OB/ GYN  SZ  0  1  36IN  NDL  36S 

6515011904373 

SUTURE  ABS  OB/GYN  SZ  2-0  36IN  ATRALOC  NDL  3S 

6515009900870 

SUTURE  NONABS  SGL  ARMED  3/8  CIR  3-0  BLACK  IS 

6515010450029 

SYRINGE  IRRIG  BULB  TYPE  30Z  CAP  5IN  DISP  50S 

6530014617024 

VACUUM  PUMP  MITYVAC  HAND-HELD  REUSE  MANUAL 

6515NCM071257 

VACUUM  PUMP,  MANUAL  HAND-HELD 

Z006  IUD /DIAPHRAGM  PLACEMENT 

6515009351025 

DIAPHRAGM  VAGINAL  RUBBER  CONTOUR  70MM 

6515009351026 

DIAPHRAGM  VAGINAL  RUBBER  CONTOURED  TYPE  75  MM 

6515010473902 

DIAPHRAGM  VAGINAL  SYNTH  CONTROL  ARCING  65MM 

6515012835192 

INTRAUTERINE  DEV  CONTRACEP  T-SHAPE  COPPER  5S 

6505001538809 

LUBRICANT  SURGICAL  4  OZ  (113.4  GM) 

6515003705620 

SPECULUM  VAGIN  GRAVES  MED  5.438IN  PIVOTED 

6515003705600 

SPECULUM  VAGINAL  GRAVES  5.75IN  PIVOT  BLADE 

6515009141543 

SPECULUM  VAGINAL  GRAVES  MED  6.50IN  DISP  100S 

Z007  ISSUE  BASIC  OBSTETRIC  SET 

6515003373900 

FORCEP  GAUZ  PAD  HOLD  FOERSTER  9IN  LOCK  JOINT 

6515003367600 

FORCEP  TISSUE  INTESTINAL  9-1 /2IN  RING  HANDLE 

6515002998737 

HOLDER  SUTURE  NEEDLE  HEGAR-MAYO  7IN  SERJAW 

6515003640920 

SCISSOR  GEN  SURG  MAYO  7IN  BLUNT  1.626IN  CUT 

6515003640520 

SCISSOR  GEN  SURG  MAYO  CRVD  BLADE  7IN  BLUNT 

6515003657100 

SCISSOR  TONSIL  METZENBAUM  7IN  CRV  BLUNT  PTS 

Z008  NEONATAL  CARE 

6515012549613 

BAG  RESERVOIR  VENTILATION  500ML  PLAS  ADAP  12S 

6530009356590 

BASSINET  &  DRESSING  TABLE  HOSP  CRS  33X35X1 6IN 

7210012129427 

BLANKET  INFANT  RECEIVING  100%  COTTON  30X40IN 

6530011536366 

BOTTLE  NURSING  PLAS  8  OZ  SGL  HOLE  NIPPLE  48S 

6515013492745 

BOTTLE  SPECIMEN  COL  DELEE  20CC  TRACH  DISP  50S 

6515013539875 

CLAMP  UMBILICAL  CORD  2.25IN  SELF-LOCK  125S 

6532013329906 

DIAPER  INFANT  POLY  WHITE  DISPOSABLE1 80S 

6505009820288 

ERYTHROMYCIN  OPHTHALMIC  OINTMENT  5MG/GM  3.5GM 

8940013624842 

FORMULA  INFANT  FEEDING  BT  W/IRON  30Z  48S 

6515014618933 

GLOVE  PATIENT  EXAM  9.5IN  N-DEX  NITR  MED  100S 

6515014618929 

GLOVE  PATIENT  EXAM  LGL  NONPWD  AMB  100S 

6515015199172 

GLOVE  PATIENT  EXAM  M  NON  STER  PWD  FREE  100S 

6515015199161 

GLOVE  PATIENT  EXAM  NON  STER  PWD  FREE  L  100S 

6515015081024 

GLOVE  PATIENT  EXAM  SM  PURPLE  NONPWD  AMB100S 

6515012563257 

MASK  ORONASAL  INF  MALE  CONN  LATEX  CUSH  20S 

6515012636300 

MASK  ORONASAL  NEWBORN  MALE  CONNECT  DISP  20S 

6530007260459 

MATTRESS  HOSP  BASSINET  27X13X2IN  RBBR  FOAM 

6532011622132 

SHIRT  INFANT  TIE-BACK  STYLE  WHITE  DISP  125S 

7210010132824 

WASHCLOTH  HOSPITAL  PATIENT  DISPOSABLE  1000S 

Z027  CARDIO  PULMONARY  RESUSCITATION 

6505010946196 

ATROPINE  SULFATE  INJ  0.1MG/CC  10ML  10S 

6515015306660 

BATTERY  DEFIB-MONIT  RECORD  SYST/651 501 5291 390 
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6515015291390 

DEFIBRILLATOR/MONITOR-RECORDER  SYSTEM 

6505013556474 

DEXTROSE  IN]  50ML  SYRINGE-NEEDLE  UNIT  25S 

6505010932384 

EPINEPHRINE  IN]  0.1MG/ML  SYRINGE-NEEDLE  10S 

6505005986116 

LIDOCAINE  HYDROCHLORIDE  1.0%/ML  50ML 

6515007542836 

NEEDLE  HYPO  20GA  1.438-1.562IN  LUER  LOCK  100S 

6510007863736 

PAD  ISOPROPYL  ALCOHOL  IMPREGNATED  WHITE  200S 

6515011397844 

PADDLES  DEFIB  PED  EXT  U/O  STD  ADULT  PADDLE  2S 

6505001394561 

SODIUM  BICARBONATE  INJ  50ML  10S 

6515007540406 

SYRINGE  HYPO  5ML  CAP  LUER  SLIP  DISP  100S 

6515014615798 

TOURNIQUET  NONPNEUM  VACUTAINER  1INX18IN  25S 

Z030  ELECTRONIC  MONITORING  OF  PATIENT  VITAL  SIGNS  (PROPAQ) 

6515014322711 

MONITOR  PATIENT  VITAL  SIGNS: 

Z039  PERFORM  VENTILATION  WITH  BAG  VALVE  MASK 

6515012563257 

MASK  ORONASAL  INF  MALE  CONN  LATEX  CUSH  20S 

6515012636300 

MASK  ORONASAL  NEWBORN  MALE  CONNECT  DISP  20S 

Z083  EXPOSE  PATIENT  FOR  EXAM 

7210015316103 

SHEET  BED  72X40"  SOLID  AQUA  DISPOSABLE  80S 

Z104  TRANSFER  PATIENT  TO  OPERATING  ROOM 

XXXXXXXXXXX25 

NO  SUPPLIES  ASSIGNED  THIS  TASK 

Z108  FACILITY  SITE  SETUP 

7025NCM990023 

ALL-IN-ONE  PRINTER 

6530011633761 

CABINET  MEDICINE  BASE  SECTION  23X18X37  FLOOR 

6530011628237 

CABINET  PHARMACEUTICAL  UPPER  SECTION 

6150002558313 

CABLE  ASSEMBLY  POWER  ELEC  50FT  4  CONDUCTOR 

6150012205588 

CABLE  ASSEMBLY  POWER  ELECT  1  GRND  100FT  600AC 

6515015019055 

CABLE  FIBER  OPTIC  LIGHT  90.551IN  BILU  95 

6150NCM051245 

CABLE  POWER  120V  INTER  EXTENSION  SHORT  22FT 

6150NCM051246 

CABLE  POWER  120V  INTERIOR  EXTENSION  LONG  34FT 

6150NCM051247 

CABLE,  EXTENSION  LIGHTING  18FT 

6150NCM051244 

CABLE,  POWER  120V  INTERIOR  #1,  8.5FT  LONG 

6150NCM051252 

CABLE,  POWER  120V  INTERIOR  #2  12FT 

7240000893827 

CAN  WATER  MILITARY  PLAS  COLOR  IS  5  GALLON 

7105002698463 

CHAIR  FOLDING  W/O  ARMS  STEEL  GRAY  ENAMEL 

8340014665876 

CONTAINER,  MEDICAL  SHELTER  (GREEN) 

8340012114774 

CURTAIN  MODESTY  FIRE  RESIST  HOOK&PILE  FASTEN 

6665NCM040609 

DEFENDERS  BIOHAZARD  STEEL  STEP  CAN 

7110015025826 

DESK  FIELD  21X30.750X28.5IN  PTBL  W/CHAIR 

6150NCM051243 

DISTRIBUTION  BOX  3-PHASE  POWER 

4120NCM030983 

ENVIRONMENTAL  CONTROL  UNIT  LIGHTWEIGHT 

8 340N  CM991008 

EXTENSION  ALASKA  TENT  (GREEN) 

4210001654703 

EXTINGUISHER  FIRE 

6515015346778 

FIELD  CASE  UNTRASONIC  UNIT  WEATHER  RESISTANT 

6230001631856 

FLASHLIGHT  ILLUMINATION  POWER  SOURCE  3  V 

5120002657462 

HAMMER, HAND 

6530015180177 

INSERT  BACKPACK  MEDICAL  1000  DENIER  BLACK 
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6515014673531 

KNEE  CRUTCH  BIERHOF  F/ANSCO  ORTHOGRAPH  TABLE 

7035NCM010065 

LAPTOP  SHIPPING/STORAGE  CASE 

6230NCM051242 

LIGHT  FLUORES  50WATT  W/HANG  STRAPS&BRACK  5'S 

6515NCM071295 

LIGHT  SOURCE  175W  XENON  NOVA  W/MANUAL  CONTROL 

6530014506286 

LIGHT  SURGICAL  STAND  11 0/1 30V  INTEG  FLOOR  STD 

6230NCM051241 

LIGHT,  FLUORESCENT  50W  HANG  STRAP&BRACK  2'S 

1670009694103 

NET  CARGO  TIE  DOWN 

1670009962780 

NET, CARGO  TIE-DOWN, 

5340013464611 

PADLOCK  STEEL  PIN/DISK/BLADE  TUMBLER 

1670008204896 

PALLET  CARGO  AIRCRAFT  METAL&WOOD  108INX88IN 

6530010923914 

PAPER  SHEETING  EXAM-TREAT  125FTX17.75IN  12S 

8340015144807 

PARTITION  TENT  SOLID  GREEN  ALASKA  MED  SHELTER 

4110014258009 

REFRIGERATOR-FREEZER  MECH  FIELD  4.5CUFT 

8340NCM060739 

ROPAK  CONTAINER  40X48 

8340NCM020030 

ROPAK  CONTAINER  TWO  DROP  DOORS  84 

7125NCM990870 

SHELVING  MOBILE  WIRE  COATED  BLACK  18 

6520014565380 

SINK  FIELD  19X19X15"  115/230V  50/60  HZ  AC 

7520001396170 

STAPLER  PAPER  FASTENING  OFFICE  DESK  STAPLES 

7510002729662 

STAPLES  PAPER  FASTENING  OFFICE  TYPE  5000S 

5440000618900 

STEPLADDER  FIBERGLASS  6.000  FEET  NOMINAL  STEP 

6530014624962 

STIRRUP  LITHOTOMY 

6520012650108 

STOOL  DENTAL  OPERATING  CPIAIR  ALUM  19.5/26IN 

6515015500941 

TABLE  CLAMP,  CLARKE  CRUTCH  SOCKET 

6530015437127 

TABLE  EXAMINING  AND  TREATMENT 

8340015158340 

TENT  FRAME  TYPE  GREEN  RECT  20INX32.5INX10FT 

8340NCM000196 

VESTIBULE  END  PANEL  ALASKA  TENT  (GREEN) 

7240008197735 

WASTE  RECEPTACLE  RND  32GAL 

Z109  CHLAMYDIA  TEST 


7690009354118 

LABEL  PAPER  RECTANGULAR  1.5INX2.5IN  1000S 

7520003126124 

MARKER  TUBE  FINE  TIP  BLACK  12S 

6550014963355 

TEST  KIT  CHLAMYDIA  TRACHOM  DETECTION  25S 

ZZ05  SALINE  WET/PREP 


6640006180066 

COVER  GLASS  MICROSCOPE  SLIDE  22  MM  1  OZ 

6640015129892 

SLIDE  MICROSCOPE  CLEAR  FROST  WRITE  AREA  144S 

6505011926554 

SODIUM  CHLORIDE  NASAL  SOL  0.65%  45ML 

ZZ32  LAPAROTOMY 


6515003866600 

CANNULA  ABDOM  POOLE  23FR  8.75IN  FEN  CURV  HUB 

6515003867600 

CANNULA  LARYN  ANGUL  YANK  9IN  0.234-0.266IN 

6515014678164 

FORCEP  BIPOLAR  MALIS  STRAIGHT  TIPS  1.5MMX7IN 

6515003333700 

FORCEP  DRESSING  10IN  STRT&SERR  RD  TIP  HEAVY 

6515003373900 

FORCEP  GAUZ  PAD  HOLD  FOERSTER  9IN  LOCK  JOINT 

6515003387700 

FORCEP  GOITER  LAHEY  STR  6IN  VULSELLUM  3X3 

6515006878054 

FORCEP  HEMO  5.5IN  CRILE  CURVED  JAW  STR  HDL 

6515012392536 

FORCEP  HEMO  CARMALT  6.25IN  CURV  MATCH  JAW  BOX 

6515000800090 

FORCEP  HEMO  CRILE  5.5IN  1.312IN  JAW  STRT 
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6515003346800 

FORCEP  HEMO  KELLY  5.50INX1IN  STRT  BOX  LOCK 

6515011398213 

FORCEP  HEMO  MIXTER  1IN  JAW  5.50IN  14CM 

6515000653181 

FORCEP  HEMO  MIXTER  HALF-CURV  6.87-7.375IN 

6515003349500 

FORCEP  HEMO  PEAN  SLIGHTLY  CURVED  JAW  9IN 

6515003347500 

FORCEP  HEMO  ROCH-OCHS  1.875IN  JAW  7.25IN  SZ  2 

6515003382900 

FORCEP  HEMO  SCHMIDT  7.25IN  CRVD  SERR  TONSIL 

6515006561352 

FORCEP  HYSTERE  CRV  HEANEY  7-3/4IN  SER  JAW  SGL 

6515012434541 

FORCEP  HYSTEREC  HEANEY-BALLANTINE  CRV  8.375IN 

6515011656746 

FORCEP  HYSTERECTOMY  8.25IN  STRAIGHT  JAWS 

6515009857109 

FORCEP  HYSTERECTOMY  CURVED  HEANEY  9  INCH 

6515003352800 

FORCEP  INTESTINAL  BABCOCK  6.250IN 

6515003356100 

FORCEP  KIDNEY  STONE  REMOVING  RANDEL  HALF  CURV 

6515014468318 

FORCEP  POLYP  UTER  FLET-VAN  DOR  9.5IN  DBL  CURV 

6515NCM071296 

FORCEP  SEMI-RIGID  BIO/GRASP  W/DBL  ACT  JAWS 

6515003381200 

FORCEP  TISSUE  10IN  TWZ  STRAIGHT  &  SMOOTH  JAW 

6515003380300 

FORCEP  TISSUE  AT, US  6IN  PIV  STRT&SMOOTH  JAW 

6515011474668 

FORCEP  TISSUE  ALLIS  10INCH  (25.4CM) 

6515011690292 

FORCEP  TISSUE  BONNEY  6  3/4IN  LONG 

6515006903209 

FORCEP  TISSUE  DEBAKEY  9.5IN  TWZR  STR&SER  JAW 

6515014584198 

FORCEP  TISSUE  INTESTINAL  9-1 /2IN  RING  HANDLE 

6515011398942 

FORCEP  TISSUE  MAYO-RUSSIAN  9IN  6MM  W  FEN  JAWS 

6515003204600 

FORCEP  TOWEL  BACKHAUS  5.25IN  PRG  TOWEL  CLAMP 

6515007542627 

FORCEP  UTERINE  BRAUN  9.5IN  TENACULUM  STRAIGHT 

6515007822613 

HANDLE  SURG  KNIFE  DET  BLADE  NO  3K  STUB  NOSE 

6515012392527 

HANDLE  SURG  KNIFE  DET  BLADE  NO.3  MET 

6515003447800 

HANDLE  SURGICAL  KNIFE  DET  BLADE  3  NARROW  NOSE 

6515003447880 

HANDLE  SURGICAL  KNIFE  DET  BLADE  3  NARROW  NOSE 

6515013641448 

HANDPIECE  SURGICAL  APPAR  OLSEN  950  DISPO  10S 

6515003419800 

HOLDER  SUTURE  NDL  MASSON  10.5IN  STRT  JAW  LOCK 

6515014450600 

HOLDER  SUTURE  NEEDLE  CRILE-WOOD  CRS  7IN 

6515009857024 

HOLDER  SUTURE  NEEDLE  HEANEY  8.25IN  SERR 

6515002998737 

HOLDER  SUTURE  NEEDLE  HEGAR-MAYO  7IN  SER  JAW 

6515011190017 

PROBE  GEN  OPER  8IN  SPATULATE  HANDLE  BULB  TIP 

6515NCM071254 

RETRACTOR  ABD  STRT  9  3/4INX3  1/2INX2  DOYEN 

6515012396968 

RETRACTOR  ABDOM  O'SUL-O'CON  3  BLADES-1LGE  2SM 

6515003603490 

RETRACTOR  ABDOMINAL  DEAVER  1X12IN 

6515003603530 

RETRACTOR  ABDOMINAL  DEAVER  2X1 2IN 

6515003603510 

RETRACTOR  ABDOMINAL  DEAVER  DESIGN  1.5X12IN 

6515014587921 

RETRACTOR  GEN  OPERATING  STRT  13IN  HANDHELD 

6515009269193 

RETRACTOR  MASTWEITLANER  6.5IN  HOOK  4  PRONG 

6515012080578 

RETRACTOR  RIBBON  FLEXSTEEL  SIZE  1  IN  X  13  IN 

6515015180965 

RETRACTOR  RING  SET  UNIVERSAL 

6515003603850 

RETRACTOR  SET  ABDOMINAL  RICHARDSON-EASTMAN  2S 

6515003609200 

RETRACTOR  SET  GEN  OPERAT  DBL  END  8.5&8.75IN 

6515NCM071268 

RETRACTOR,  BREITSKY  NAVRATIL 
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6515012988014 

SCISSOR  GEN  SURG  JORGENSON  9IN  CRV  SHARP  PT 

6515003640920 

SCISSOR  GEN  SURG  MAYO  7IN  BLUNT  1.626IN  CUT 

6515003640520 

SCISSOR  GEN  SURG  MAYO  CRVD  BLADE  7IN  BLUNT 

6515011151730 

SCISSOR  GEN  SURGERY  METZENBAUM  DISSEC  9IN  CRV 

6515003640560 

SCISSOR  GENERAL  SURG  MAYO  9.25IN  BLUNT  CRV 

6515003657100 

SCISSOR  TONSIL  METZENBAUM  7IN  CRV  BLUNT  PTS 

6515NCM071253 

SCISSORS,  THOREK  7  1/4"  FULL  CURVE 

6515009316653 

SUTURE  ABS  4-0  2.25FT  NDL  SH  1/2  CIRCLE  36S 

6515013832700 

SUTURE  ABS  GEN  CLO  0  36IN  NDL  ORDER  BY  3S 

6515013553928 

SUTURE  ABS  GI  SZ  3-0  1  27IN  STRAND  NDL  36S 

6515011243778 

SUTURE  ABS  GI  SZ  4-0  27IN  NDL  3S 

6515013549470 

SUTURE  ABS  OB/GYN  SZ  0  1  36IN  NDL  36S 

6515011904373 

SUTURE  ABS  OB/GYN  SZ  2-0  36IN  ATRALOC  NDL  3S 

6515009900870 

SUTURE  NONABS  SGL  ARMED  3/8  CIR  3-0  BLACK  IS 

ZZ34  PERFORM  ULTRASOUND  ASSESSMENT 

6515015346911 

BATTERY  ULTRASONIC  UNIT  RECHARGEABLE  LI  SON 

6515001178416 

CONDOM  PROPHYLUBRICATED  W/RECEPTACLE  END  144S 

6515015346777 

DOCKING  STATION  ULTRASONIC  UNIT  W/PRINTCABLES 

6515011534970 

ELECTRODE  GEL  ELECTROMEDICAL  DERMAGEL  40Z 

6515014618933 

GLOVE  PATIENT  EXAM  9.5IN  N-DEX  NITR  MED  100S 

6515014618929 

GLOVE  PATIENT  EXAM  LGL  NONPWD  AMB  100S 

6515014618929 

GLOVE  PATIENT  EXAM  LGL  NONPWD  AMB  100S 

6515015199172 

GLOVE  PATIENT  EXAM  M  NON  STER  PWD  FREE  100S 

6515015199161 

GLOVE  PATIENT  EXAM  NON  STER  PWD  FREE  L  100S 

6515015081024 

GLOVE  PATIENT  EXAM  SM  PURPLE  NONPWD  AMB100S 

6510007219808 

SPONGE  SURGICAL  CELL&COT  GZE  4X4IN  STER  1200S 

6515015343354 

TRANSDUCER  CURV  ARRAY  TITAN  ULTRASND  SYSTEM 

6515015343380 

TRANSDUCER  CURV  ARRAY  TITAN  ULTRASND  SYSTEM 

6515015343384 

TRANSDUCER  LINEAR  ARRAY  TITAN  ULTRASOUND 

6515015343358 

TRANSDUCER  MICROCURV  F/SOSNSITE  ULTRASND  UNIT 

6515015343434 

ULTRASONIC  UNIT  DIAG  HUMAN  HIGH  RES  TITAN 

ZZ4 

4  ISSUE  BASIC  MINOR  INSTRUMENT  SET 

6515000431770 

BLADE  SURG  KNIFE  DET  NO.  11  150S 

6515000431783 

BLADE  SURG  KNIFE  NO.15  150S 

6515003867600 

CANNULA  LARYN  ANGUL  YANK  9IN  0.234-0.266IN 

6515003333600 

FORCEP  DRESSING  5.50IN  STR&SERR  JAW  RND  TIP 

6515006878054 

FORCEP  HEMO  5.5IN  CRILE  CURVED  JAW  STR  HDL 

6515000800090 

FORCEP  HEMO  CRILE  5.5IN  1.312IN  JAW  STRT 

6515011398213 

FORCEP  HEMO  MIXTER  1IN  JAW  5.50IN  14CM 

6515000653181 

FORCEP  HEMO  MIXTER  HALF-CURV  6.87-7.375IN 

6515003347500 

FORCEP  HEMO  ROCH-OCHS  1.875IN  JAW  7.25IN  SZ  2 

6515003380300 

FORCEP  TISSUE  ALLIS  6IN  PIV  STRT&SMOOTH  JAW 

6515005843739 

FORCEP  TISSUE  BROWN  6IN  TWZ  STRAIGHT&SER  JAW 

6515011398931 

FORCEP  TISSUE  CUSHING  7IN  SERR  JAW  NEURO 

6515003204600 

FORCEP  TOWEL  BACKHAUS  5.25IN  PRG  TOWEL  CLAMP 
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6515003447800 

HANDLE  SURGICAL  KNIFE  DET  BLADE  3  NARROW  NOSE 

6515003417200 

HOLDER  SUTURE  NEEDLE  COLLIER  5IN  STRT  JAW 

6515002998737 

HOLDER  SUTURE  NEEDLE  HEGAR-MAYO  7IN  SER  JAW 

6515003640920 

SCISSOR  GEN  SURG  MAYO  7IN  BLUNT  1.626IN  CUT 

6515003657100 

SCISSOR  TONSIL  METZENBAUM  7IN  CRV  BLUNT  PTS 

6515009316653 

SUTURE  ABS  4-0  2.25FT  NDL  SH  1/2  CIRCLE  36S 

6515013832700 

SUTURE  ABS  GEN  CLO  0  36IN  NDL  ORDER  BY  3S 

6515013553928 

SUTURE  ABS  GI  SZ  3-0  1  27IN  STRAND  NDL  36S 

6515011243778 

SUTURE  ABS  GI  SZ  4-0  27IN  NDL  3S 

6515013549470 

SUTURE  ABS  OB/GYN  SZ  0  1  36IN  NDL  36S 

6515011904373 

SUTURE  ABS  OB/GYN  SZ  2-0  36IN  ATRALOC  NDL  3S 

6515009900870 

SUTURE  NONABS  SGL  ARMED  3/8  CIR  3-0  BLACK  IS 

6530007940000 

TRAY  INSTRUMENT  CRS  15-1/2X9-1/2X2  INCHES 

ZZ51  CLEAN  AND  PREPARE  INSTRUMENTS 


6530008368134 

BASIN  EMESIS  PLAS  KIDNEY  10IN  DISP  250S 

6530007710225 

BASIN  WASH  CORROSION  RESISTING  STEEL  9  QUART 

6515011562458 

DETERGENT  SURG  INSTR  CONCEN  5LB 

6515014618933 

GLOVE  PATIENT  EXAM  9.5IN  N-DEX  NITR  MED  100S 

6515014618929 

GLOVE  PATIENT  EXAM  LGL  NONPWD  AMB  100S 

6515015199172 

GLOVE  PATIENT  EXAM  M  NON  STER  PWD  FREE  100S 

6515015199161 

GLOVE  PATIENT  EXAM  NON  STER  PWD  FREE  L  100S 

6515015081024 

GLOVE  PATIENT  EXAM  SM  PURPLE  NONPWD  AMB100S 

6530007940000 

TRAY  INSTRUMENT  CRS  15-1/2X9-1/2X2  INCHES 

ZZ95  COLLECT  &  MANAGE  BIOWASTE 


6530013492767 

BAG  SPECIM  POLY  CLR  BIOHAZ  MARK  6X9IN  1000S 

6530011554062 

BAG  WASTE  RECEPTACLE  48X40  RED  PLAS  250S 

6530011832863 

DISPOSAL  CONTAINER  HYPO  NDL&SYR  6.9QT  12S 
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STATUS 

NSN 

NOMEN 

AS 

QTY 

ESP 

QTY 

UI 

ESP 

WGT 

ESP 

CUBE 

ESP 

COST 

AS 

WGT 

AS 

CUBE 

AS  COST 

EQUIPMENT 

SAME 

1670008204896 

PALLET  CARGO  AIRCRAFT 
METAL&WOOD  108INX88IN 

2 

2 

EA 

400 

140 

$1,713.92 

400 

140 

$1,713.92 

SAME 

1670009694103 

NET  CARGO  TIE  DOWN 

2 

2 

EA 

40 

10 

$214.94 

40 

10 

$214.94 

SAME 

1670009962780 

NET, CARGO  TIE-DOWN, 

4 

4 

EA 

80 

20 

$361.36 

80 

20 

$361.36 

SAME 

4110014258009 

REFRIGERATOR-FREEZER 

MECH  FIELD  4.5CUFT 

1 

1 

EA 

126 

4 

$1,827.73 

126 

4 

$1,827.73 

SAME 

4210001654703 

EXTINGUISHER  FIRE 

1 

1 

EA 

6.5 

0.247 

$21.75 

6.5 

0.247 

$21.75 

SAME 

5120002657462 

HAMMER, HAND 

1 

1 

EA 

5 

0.0556 

$10.68 

5 

0.0556 

$10.68 

SAME 

5340013464611 

PADLOCK  STEEL 
PIN/DISK/BLADE  TUMBLER 

2 

2 

EA 

1.5 

0.03 

$4.68 

1.5 

0.03 

$4.68 

SAME 

5440000618900 

STEPLADDER  FIBERGLASS  6.000 
FEET  NOMINAL  STEP 

1 

1 

EA 

22 

2 

$82.80 

22 

2 

$82.80 

SAME 

6150002558313 

CABLE  ASSEMBLY  POWER 

ELEC  50FT  4  CONDUCTOR 

1 

1 

EA 

50 

2 

$725.94 

50 

2 

$725.94 

SAME 

6150012205588 

CABLE  ASSEMBLY  POWER 

ELECT  1  GRND  100FT  600AC 

1 

1 

EA 

105 

2 

$756.53 

105 

2 

$756.53 

SAME 

6230001631856 

FLASHLIGHT  ILLUMINATION 
POWER  SOURCE  3  V 

6 

6 

EA 

0.6 

0.006 

$28.50 

0.6 

0.006 

$28.50 

SAME 

6515000653181 

FORCEP  HEMO  MIXTER  HALF- 
CURV  6.87-7.375IN 

4 

4 

EA 

0.5332 

0.004 

$93.92 

0.5332 

0.004 

$93.92 

SAME 

6515000800090 

FORCEP  HEMO  CRILE  5.5IN 
1.312IN  JAW  STRT 

12 

12 

EA 

1.8 

0.084 

$165.24 

1.8 

0.084 

$165.24 

SAME 

6515000800964 

SOUND  UTERINE  SIMS  11.5IN 
STRAIGHT  BALL  POINT 

4 

4 

EA 

0.44 

0.4 

$268.76 

0.44 

0.4 

$268.76 
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STATUS 

NSN 

NOMEN 

AS 

QTY 

ESP 

QTY 

UI 

ESP 

WGT 

ESP 

CUBE 

ESP 

COST 

AS 

WGT 

AS 

CUBE 

AS  COST 

SAME 

6515001656544 

OTOSCOPE&OPHTHALMOSCOP 

E  SET  ELEC  OPER  BTRY 

l 

l 

SE 

1.32 

0.1 

$137.82 

1.32 

0.1 

$137.82 

SAME 

6515002998737 

HOLDER  SUTURE  NEEDLE 
HEGAR-MAYO  7IN  SER  JAW 

2 

2 

EA 

0.44 

0.02 

$45.90 

0.44 

0.02 

$45.90 

SAME 

6515003204600 

FORCEP  TOWEL  BACKHAUS 
5.25IN  PRG  TOWEL  CLAMP 

4 

4 

EA 

1 

0.076 

$70.04 

1 

0.076 

$70.04 

SAME 

6515003230700 

CURETTE  UTERIN  THOMAS 
10.50IN  SZ  4  LOOP  SHAPE 

2 

2 

EA 

1.14 

0.126 

$173.80 

1.14 

0.126 

$173.80 

SAME 

6515003232200 

CURETTE  UTERINE  SIMS  2 
MALLEABLE  10.5IN  SHARP 

6 

6 

EA 

0.78 

0.054 

$232.26 

0.78 

0.054 

$232.26 

SAME 

6515003232300 

CURETTE  UTERINE  SIMS  4  MAL 
10.50IN  OVAL  SHARP 

2 

2 

EA 

0.38 

0.016 

$77.42 

0.38 

0.016 

$77.42 

SAME 

6515003255500 

DILATOR  SET  UTERIN  HANK 

SZ  9-  20FR  SET  6/CASE 

2 

2 

SE 

2.36 

0.34 

$195.14 

2.36 

0.34 

$195.14 

SAME 

6515003333600 

FORCEP  DRESSING  5.50IN 
STR&SERR  JAW  RND  TIP 

8 

8 

EA 

0.4 

4.8 

$87.92 

0.4 

4.8 

$87.92 

SAME 

6515003333700 

FORCEP  DRESSING  10IN 
STRT&SERR  RD  TIP  HEAVY 

8 

8 

EA 

2 

4.5832 

$78.00 

2 

4.5832 

$78.00 

SAME 

6515003346800 

FORCEP  HEMO  KELLY 

5.50INX1IN  STRT  BOX  LOCK 

6 

6 

EA 

0.9 

0.042 

$87.24 

0.9 

0.042 

$87.24 

SAME 

6515003347500 

FORCEP  HEMO  ROCH-OCHS 
1.875IN  JAW  7.25IN  SZ  2 

6 

6 

EA 

1.8 

0.06 

$104.64 

1.8 

0.06 

$104.64 

SAME 

6515003349500 

FORCEP  HEMO  PEAN 

SLIGHTLY  CURVED  JAW  9IN 

8 

8 

EA 

2.8 

0.08 

$103.04 

2.8 

0.08 

$103.04 

SAME 

6515003352800 

FORCEP  INTESTINAL 

BABCOCK  6.250IN 

12 

12 

EA 

1.8 

0.12 

$133.80 

1.8 

0.12 

$133.80 

SAME 

6515003356100 

FORCEP  KIDNEY  STONE 
REMOVING  RANDEL  HALF 

CURV 

2 

2 

EA 

0.5 

0.018 

$30.86 

0.5 

0.018 

$30.86 

SAME 

6515003367600 

FORCEP  TISSUE  INTESTINAL  9- 
1/2IN  RING  HANDLE 

1 

1 

EA 

1.63 

0.087 

$92.34 

1.63 

0.087 

$92.34 

SAME 

6515003373900 

FORCEP  GAUZ  PAD  HOLD 
FOERSTER  9IN  LOCK  JOINT 

8 

8 

EA 

1.84 

0.08 

$138.56 

1.84 

0.08 

$138.56 
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STATUS 

NSN 

NOMEN 

AS 

QTY 

ESP 

QTY 

UI 

ESP 

WGT 

ESP 

CUBE 

ESP 

COST 

AS 

WGT 

AS 

CUBE 

AS  COST 

SAME 

6515003380300 

FORCEP  TISSUE  ALLIS  61N  PIV 
STRT&SMO OTH  JAW 

8 

8 

EA 

0.64 

0.96 

$318.40 

0.64 

0.96 

$318.40 

SAME 

6515003381200 

FORCEP  TISSUE  10IN  TWZ 
STRAIGHT  &  SMOOTH  JAW 

16 

16 

EA 

1.6 

0.224 

$393.76 

1.6 

0.224 

$393.76 

SAME 

6515003382900 

FORCEP  HEMO  SCHMIDT 

7.25IN  CRVD  SERR  TONSIL 

8 

8 

EA 

5.6 

0.8 

$191.92 

5.6 

0.8 

$191.92 

SAME 

6515003387700 

FORCEP  GOITER  LAHEY  STR 

6IN  VULSELLUM  3X3 

8 

8 

EA 

1.52 

0.056 

$345.60 

1.52 

0.056 

$345.60 

SAME 

6515003406700 

HAMMER  REFLEX  TESTING 
TAYLOR  7IN  TRIANGULAR 

2 

2 

EA 

0.34 

0.002 

$4.40 

0.34 

0.002 

$4.40 

SAME 

6515003417200 

HOLDER  SUTURE  NEEDLE 
COLLIER  5IN  STRT  JAW 

4 

4 

EA 

0.32 

1.4176 

$30.40 

0.32 

1.4176 

$30.40 

SAME 

6515003419200 

HOLDER  SUTURE  NDL  HEGAR- 
MAYO  7IN  GROOVED  JAWS 

6 

6 

EA 

1.32 

0.096 

$90.48 

1.32 

0.096 

$90.48 

SAME 

6515003419800 

HOLDER  SUTURE  NDL  MASSON 
10.5IN  STRT  JAW  LOCK 

4 

4 

EA 

1.12 

0.04 

$82.64 

1.12 

0.04 

$82.64 

SAME 

6515003447800 

HANDLE  SURGICAL  KNIFE 

DET  BLADE  3  NARROW  NOSE 

6 

6 

EA 

0.24 

0.651 

$6.78 

0.24 

0.651 

$6.78 

SAME 

6515003447880 

HANDLE  SURGICAL  KNIFE 

DET  BLADE  3  NARROW  NOSE 

4 

4 

EA 

0.2 

0.008 

$22.96 

0.2 

0.008 

$22.96 

SAME 

6515003603490 

RETRACTOR  ABDOMINAL 
DEAVER  1X12IN 

2 

2 

EA 

1.12 

0.138 

$76.18 

1.12 

0.138 

$76.18 

SAME 

6515003603510 

RETRACTOR  ABDOMINAL 
DEAVER  DESIGN  1.5X12IN 

2 

2 

EA 

1.38 

0.134 

$55.08 

1.38 

0.134 

$55.08 

SAME 

6515003603530 

RETRACTOR  ABDOMINAL 
DEAVER  2X1 2IN 

2 

2 

EA 

1.44 

0.138 

$100.12 

1.44 

0.138 

$100.12 

SAME 

6515003603850 

RETRACTOR  SET  ABDOMINAL 
RICHARDSON-EASTMAN  2S 

2 

2 

SE 

1 

0.38 

$53.56 

1 

0.38 

$53.56 

SAME 

6515003609200 

RETRACTOR  SET  GEN  OPERAT 
DBL  END  8.5&8.75IN 

4 

4 

SE 

8 

1.2 

$36.80 

8 

1.2 

$36.80 

SAME 

6515003640520 

SCISSOR  GEN  SURG  MAYO 

CRVD  BLADE  7IN  BLUNT 

8 

8 

EA 

0.64 

0.032 

$164.32 

0.64 

0.032 

$164.32 
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STATUS 

NSN 

NOMEN 

AS 

QTY 

ESP 

QTY 

UI 

ESP 

WGT 

ESP 

CUBE 

ESP 

COST 

AS 

WGT 

AS 

CUBE 

AS  COST 

SAME 

6515003640560 

SCISSOR  GENERAL  SURG  MAYO 
9.25IN  BLUNT  CRV 

6 

6 

EA 

1.56 

0.03 

$218.70 

1.56 

0.03 

$218.70 

SAME 

6515003640920 

SCISSOR  GEN  SURG  MAYO  71N 
BLUNT  1.626IN  CUT 

2 

2 

EA 

0.7 

0.014 

$37.94 

0.7 

0.014 

$37.94 

SAME 

6515003657100 

SCISSOR  TONSIL 

METZENBAUM  71N  CRV  BLUNT 
PTS 

6 

6 

EA 

0.42 

2.3436 

$68.82 

0.42 

2.3436 

$68.82 

SAME 

6515003705600 

SPECULUM  VAGINAL  GRAVES 
5.75IN  PIVOT  BLADE 

5 

5 

EA 

5.75 

0.415 

$135.55 

5.75 

0.415 

$135.55 

SAME 

6515003705620 

SPECULUM  VAGIN  GRAVES 

MED  5.438IN  PIVOTED 

5 

5 

EA 

3.85 

0.28 

$156.50 

3.85 

0.28 

$156.50 

SAME 

6515003707900 

SPECULUM  VAG  AUVARD 

9.125IN  WGHT  RETRACT  STYL 

2 

2 

EA 

6.52 

0.4 

$334.90 

6.52 

0.4 

$334.90 

SAME 

6515003866600 

CANNULA  ABDOM  POOLE  23FR 

8.75IN  FEN  CURV  HUB 

4 

4 

EA 

0.44 

4.8 

$284.76 

0.44 

4.8 

$284.76 

SAME 

6515003867600 

CANNULA  LARYN  ANGUL 

YANK  9IN  0.234-0.266IN 

6 

6 

EA 

1.14 

0.036 

$141.24 

1.14 

0.036 

$141.24 

SAME 

6515005843125 

SCISSOR  GENERAL  SURGICAL 
ANG  FERGUSON  7IN 

2 

2 

EA 

0.38 

0.01 

$29.10 

0.38 

0.01 

$29.10 

SAME 

6515005843739 

FORCEP  TISSUE  BROWN  6IN 

TWZ  STRAIGHT&SER  )AW 

4 

4 

EA 

0.76 

0.016 

$87.08 

0.76 

0.016 

$87.08 

SAME 

6515006165052 

LARYNGOSCOPE  MACINTOSH 
INFANT  4  BLADE  W/BTRY 

1 

1 

EA 

3 

0.1 

$41.72 

3 

0.1 

$41.72 

SAME 

6515006560474 

BLADE  LARYNGOSCOPE 

MILLER  100MM  SZ  1  INF  REP 

1 

1 

EA 

0.23 

0.01 

$22.19 

0.23 

0.01 

$22.19 

SAME 

6515006561352 

FORCEP  HYSTERE  CRV 

HEANEY  7-3/4IN  SER  |AW  SGL 

8 

8 

EA 

2.4 

0.176 

$998.64 

2.4 

0.176 

$998.64 

SAME 

6515006878054 

FORCEP  HEMO  5.5IN  CRILE 
CURVED  |AW  STR  HDL 

8 

8 

EA 

1.2 

0.056 

$110.16 

1.2 

0.056 

$110.16 

SAME 

6515006903209 

FORCEP  TISSUE  DEBAKEY 

9.5IN  TWZR  STR&SER  }AW 

6 

6 

EA 

1.86 

0.258 

$165.78 

1.86 

0.258 

$165.78 

SAME 

6515007542627 

FORCEP  UTERINE  BRAUN  9.5IN 
TENACULUM  STRAIGHT 

6 

6 

EA 

1.008 

0.06 

$287.70 

1.008 

0.06 

$287.70 
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STATUS 

NSN 

NOMEN 

AS 

QTY 

ESP 

QTY 

UI 

ESP 

WGT 

ESP 

CUBE 

ESP 

COST 

AS 

WGT 

AS 

CUBE 

AS  COST 

SAME 

6515007822613 

HANDLE  SURG  KNIFE  DET 
BLADE  NO  3K  STUB  NOSE 

4 

4 

EA 

0.24 

0.004 

$84.16 

0.24 

0.004 

$84.16 

SAME 

6515009269193 

RETRACTOR  MASTWEITLANER 
6.5IN  HOOK  4  PRONG 

4 

4 

EA 

1.24 

0.04 

$192.84 

1.24 

0.04 

$192.84 

SAME 

6515009354088 

STETHOSCOPE  ADL  241N  TWO 
POSN  VALVE 

4 

4 

EA 

2.8 

1.2 

$23.44 

2.8 

1.2 

$23.44 

SAME 

6515009857024 

HOLDER  SUTURE  NEEDLE 
HEANEY  8.25IN  SERR 

10 

10 

EA 

1.4 

0.1 

$267.80 

1.4 

0.1 

$267.80 

SAME 

6515009857109 

FORCEP  HYSTERECTOMY 
CURVED  HEANEY  9  INCH 

12 

12 

EA 

3.96 

0.3 

$1,430.16 

3.96 

0.3 

$1,430.16 

SAME 

6515010394884 

SPHYGMOMANOMETER 
ANEROID  300MM  MAX 

CALIBRAT 

2 

2 

EA 

1.92 

0.02 

$40.00 

1.92 

0.02 

$40.00 

SAME 

6515011151730 

SCISSOR  GEN  SURGERY 
METZENBAUM  DISSEC  9IN  CRV 

6 

6 

EA 

1.14 

0.06 

$312.96 

1.14 

0.06 

$312.96 

SAME 

6515011190017 

PROBE  GEN  OPER  8IN 
SPATULATE  HANDLE  BULB  TIP 

1 

1 

EA 

0.05 

0.003 

$1.60 

0.05 

0.003 

$1.60 

AS  91 7D 

6515011397844 

PADDLES  DEFIB  PED  EXT  U/O 
STD  ADULT  PADDLE  2S 

1 

1 

EA 

0 

0 

$0.00 

0 

0 

$0.00 

SAME 

6515011398213 

FORCEP  HEMO  MIXTER  1IN 
(AW  5.50IN  14CM 

4 

4 

EA 

0.04 

0.004 

$118.60 

0.04 

0.004 

$118.60 

SAME 

6515011398931 

FORCEP  TISSUE  CUSHING  7IN 
SERR  (AW  NEURO 

6 

6 

EA 

0.12 

2.7774 

$151.26 

0.12 

2.7774 

$151.26 

SAME 

6515011398941 

FORCEP  TISSUE  12IN  CLASSIC 
DEBAKEY  DESIGN  CRS 

4 

4 

EA 

0.4 

0.004 

$177.08 

0.4 

0.004 

$177.08 

SAME 

6515011398942 

FORCEP  TISSUE  MAYO- 
RUSSIAN  9IN  6MM  W  FEN  (AWS 

2 

2 

EA 

0.02 

0.002 

$66.40 

0.02 

0.002 

$66.40 

SAME 

6515011474668 

FORCEP  TISSUE  ALLIS  10INCH 
(25.4CM) 

8 

8 

EA 

0.8 

0.04 

$371.60 

0.8 

0.04 

$371.60 

SAME 

6515011646288 

TUBE  SUCTION  SURG  ADSON 
CRV  7.50IN  15FR 

2 

2 

EA 

0.16 

0.04 

$274.50 

0.16 

0.04 

$274.50 

SAME 

6515011656746 

FORCEP  HYSTERECTOMY 

8.25IN  STRAIGHT  (AWS 

8 

8 

EA 

2.4 

0.176 

$689.12 

2.4 

0.176 

$689.12 
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STATUS 

NSN 

NOMEN 

AS 

QTY 

ESP 

QTY 

UI 

ESP 

WGT 

ESP 

CUBE 

ESP 

COST 

AS 

WGT 

AS 

CUBE 

AS  COST 

SAME 

6515011690292 

FORCEP  TISSUE  BONNEY  6 

3/4IN  LONG 

8 

8 

EA 

2 

0.096 

$165.28 

2 

0.096 

$165.28 

SAME 

6515011966222 

SPECULUM  VAGINAL  SS  1  SIDE 
OPEN  MED 

4 

4 

EA 

5.8 

0.308 

$192.00 

5.8 

0.308 

$192.00 

SAME 

6515012080578 

RETRACTOR  RIBBON 

FLEXSTEEL  SIZE  1  IN  X  13  IN 

2 

2 

EA 

0.2 

0.02 

$20.74 

0.2 

0.02 

$20.74 

SAME 

6515012389466 

FORCEP  UTERINE  BOZEMAN 
CURV  BOX  LOCK  JNT  10IN 

6 

6 

EA 

0.06 

0.006 

$329.40 

0.06 

0.006 

$329.40 

SAME 

6515012392527 

HANDLE  SURG  KNIFE  DET 
BLADE  NO.3  MET 

2 

2 

EA 

0.1 

0.004 

$17.24 

0.1 

0.004 

$17.24 

SAME 

6515012392536 

FORCEP  HEMO  CARMALT 

6.25IN  CURV  MATCH  JAW  BOX 

2 

2 

EA 

0.68 

0.046 

$78.26 

0.68 

0.046 

$78.26 

SAME 

6515012396968 

RETRACTOR  ABDOM  O'SUL- 
O'CON  3  BLADES-1LGE  2SM 

1 

1 

EA 

0.01 

0.001 

$554.35 

0.01 

0.001 

$554.35 

SAME 

6515012410445 

CURETTE  UTERINE  HEANEY 
9.50IN  LOOP  SHARP  SER 

2 

2 

EA 

0.34 

0.016 

$159.16 

0.34 

0.016 

$159.16 

SAME 

6515012434541 

FORCEP  HYSTEREC  HEANEY- 
BALLANTINE  CRV  8.375IN 

16 

16 

EA 

4.16 

0.4 

$1,424.00 

4.16 

0.4 

$1,424.00 

SAME 

6515012942061 

CURETTE  UTERINE  SUCT  SIMS 
NO.l  SEMI-RIGID 

2 

2 

EA 

0.2 

0.004 

$170.56 

0.2 

0.004 

$170.56 

SAME 

6515012942062 

CURETTE  UTERINE  SUCT  SIMS 

SZ  NO.3  SEMI-RIGID 

2 

2 

EA 

0.2 

0.004 

$175.76 

0.2 

0.004 

$175.76 

SAME 

6515012983885 

CURETTE  UTERINE  RECT 

SHARP  BLD  ENDOCERV  BIOP 

12 

12 

EA 

1.8 

0.024 

$579.72 

1.8 

0.024 

$579.72 

SAME 

6515012983891 

RETRACTOR  HYSTERECT 
HEANEY  10.50INX1IN  BLADE 

4 

4 

EA 

0.4 

0.008 

$493.52 

0.4 

0.008 

$493.52 

SAME 

6515012985142 

FORCEP  BIOPSY  UTERINE 
TISCHLER  9IN  AT.T.IG  JAW 

6 

6 

EA 

1.86 

0.12 

$3,815.58 

1.86 

0.12 

$3,815.58 

SAME 

6515012988014 

SCISSOR  GEN  SURG 

JORGENSON  9IN  CRV  SHARP 

PT 

4 

4 

EA 

0.04 

0.004 

$470.24 

0.04 

0.004 

$470.24 

SAME 

6515013336965 

SPECULUM  VAGIN  SIMS  DBL 

END  1-1/6INX1-3/16IN 

2 

2 

EA 

1.1 

0.24 

$166.78 

1.1 

0.24 

$166.78 
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STATUS 

NSN 

NOMEN 

AS 

QTY 

ESP 

QTY 

UI 

ESP 

WGT 

ESP 

CUBE 

ESP 

COST 

AS 

WGT 

AS 

CUBE 

AS  COST 

SAME 

6515013336966 

SPECULUM  VAGINAL  SIMS  DBL 
ENDED  1INX1-1/16IN 

2 

2 

EA 

l.i 

0.24 

$166.78 

l.i 

0.24 

$166.78 

SAME 

6515013336967 

SPECULUM  VAGINAL  AUVARD 
CRS  5-3/81N  X  1-1/4IN 

2 

2 

EA 

l.i 

0.24 

$767.56 

l.i 

0.24 

$767.56 

SAME 

6515013641448 

HANDPIECE  SURGICAL  APPAR 
OLSEN  950  DISPO  10S 

2 

2 

PG 

0.6 

0.2 

$60.00 

0.6 

0.2 

$60.00 

SAME 

6515014322711 

MONITOR  PATIENT  VITAL 

SIGNS: 

2 

2 

EA 

100 

2 

$45,366.22 

100 

2 

$45,366.22 

SAME 

6515014450600 

HOLDER  SUTURE  NEEDLE 
CRILE-WOOD  CRS  7IN 

2 

2 

EA 

0.6 

0.4 

$219.04 

0.6 

0.4 

$219.04 

SAME 

6515014464557 

CURETTE  UTERINE  SIMS  CRS 
OB/GYN  SZ5  11IN  LG 

2 

2 

EA 

1 

0.8 

$185.18 

1 

0.8 

$185.18 

SAME 

6515014464800 

SPECULUM  ENDOCERV  KOGA 
9.5IN  GAUGE&SET  SCREW 

2 

2 

EA 

0.6 

0.8 

$518.22 

0.6 

0.8 

$518.22 

SAME 

6515014468318 

FORCEP  POLYP  UTER  FLET- 
VAN  DOR  9.5IN  DBL  CURV 

2 

2 

EA 

0.4 

0.4 

$419.84 

0.4 

0.4 

$419.84 

SAME 

6515014584198 

FORCEP  TISSUE  INTESTINAL  9- 
1/2IN  RING  HANDLE 

4 

4 

EA 

2.2 

0.48 

$476.00 

2.2 

0.48 

$476.00 

SAME 

6515014587921 

RETRACTOR  GEN  OPERATING 
STRT  13IN  HANDHELD 

2 

2 

EA 

0.5 

0.04 

$25.60 

0.5 

0.04 

$25.60 

SAME 

6515014593312 

SPECULUM  VAGINAL  SIMS  CRS 
1-3/16IN  X  1-7/16IN 

2 

2 

EA 

1.1 

0.24 

$166.78 

1.1 

0.24 

$166.78 

SAME 

6515014593604 

DILATOR  SET  UTERINE  HEGAR 
SE  OF  8  W/O  ROLL 

2 

2 

SE 

1.1 

0.24 

$402.28 

1.1 

0.24 

$402.28 

SAME 

6515014593617 

DILATOR  SET  UTERINE  HEGAR 

8  W/  KHAKI  ROLL 

2 

2 

SE 

1.1 

0.24 

$402.28 

1.1 

0.24 

$402.28 

SAME 

6515014621607 

DOPPLER  FETAL  HEART 
ANTE/INTRAPART  POCK-DOP3 

1 

1 

EA 

2.25 

0.45 

$472.50 

2.25 

0.45 

$472.50 

SAME 

6515014667576 

SPECULUM  VAGINAL  AUVARD 
4IN  X  13-1/2IN 

2 

2 

EA 

1.5 

0.1 

$363.74 

1.5 

0.1 

$363.74 

SAME 

6515014673531 

KNEE  CRUTCH  BIERHOF 
F/ANSCO  ORTHOGRAPH 

TABLE 

1 

1 

EA 

1.55 

0.123 

$498.93 

1.55 

0.123 

$498.93 
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AS 

QTY 

ESP 

QTY 

UI 

ESP 

WGT 

ESP 

CUBE 

ESP 

COST 

AS 

WGT 

AS 

CUBE 

AS  COST 

SAME 

6515014678164 

FORCEP  BIPOLAR  MALIS 
STRAIGHT  TIPS  1.5MMX7IN 

l 

l 

EA 

1.15 

0.15 

$279.00 

1.15 

0.15 

$279.00 

SAME 

6515014696151 

THERMOMETERTYMPANIC 

TEMP  GENIUS  MODEL  3000A 

l 

l 

EA 

1.15 

0.15 

$475.00 

1.15 

0.15 

$475.00 

SAME 

6515014983999 

HEADLIGHTS  SURG  PORT 
SOLARC  8IN  CORD  HEADBAND 

l 

l 

EA 

0.59 

0.5 

$4,134.27 

0.59 

0.5 

$4,134.27 

SAME 

6515015019055 

CABLE  FIBER  OPTIC  LIGHT 
90.551IN  BILU  95 

l 

l 

EA 

1.7 

0.38 

$298.80 

1.7 

0.38 

$298.80 

SAME 

6515015019468 

TELESCOPE  CYSTOS  HOPIC II 
4.0MM  FWD-OBLQ  STORZ 

l 

l 

EA 

18 

2.5 

$3,154.00 

18 

2.5 

$3,154.00 

SAME 

6515015019473 

TELESCOPE  CYSTOS  HOPKINS 

II  GRN  4.0MM  STORZ 

l 

l 

EA 

18 

2.8 

$3,154.00 

18 

2.8 

$3,154.00 

SAME 

6515015019513 

BRIDGE  ENDOSCOPIC 
UROLOGICAL  5FR  INST  STORZ 

l 

l 

EA 

0.16 

0.15 

$286.35 

0.16 

0.15 

$286.35 

SAME 

6515015079817 

SPECULUM  VAGINAL  STEINER- 
AUVARD  CURV  BLADE 

l 

l 

EA 

2.5 

0.18 

$500.00 

2.5 

0.18 

$500.00 

SAME 

6515015140037 

TELESCOPE  ENDOSCOP 
UROLOGICAL  70  DEG  HOPK II 

l 

l 

EA 

45 

12 

$3,388.00 

45 

12 

$3,388.00 

SAME 

6515015151222 

SHEATH&OBTURAT 
CYSTOURETHR  URETHROSC 

22F  BLUE 

l 

l 

EA 

10 

1.2 

$980.00 

10 

1.2 

$980.00 

SAME 

6515015152891 

ADAPTOR, RESECTOSCOPE 
SHEATH  U/W  6515015152897 

l 

l 

EA 

0.12 

0.09 

$184.00 

0.12 

0.09 

$184.00 

SAME 

6515015180965 

RETRACTOR  RING  SET 
UNIVERSAL 

l 

l 

SE 

100 

25 

$18,802.00 

100 

25 

$18,802.00 

SAME 

6515015257595 

THERMOMETER  CLIN  HUMAN 
ELECT  DIG  W/WAT.T.  MOUNT 

l 

l 

EA 

0.21 

0.11 

$311.11 

0.21 

0.11 

$311.11 

AS  937A 

6515015291390 

DEFIBRILLATOR/MONITOR- 
RECORDER  SYSTEM 

l 

l 

EA 

0 

0 

$0.00 

0 

0 

$0.00 

SAME 

6515015343354 

TRANSDUCER  CURV  ARRAY 
TITAN  ULTRASND  SYSTEM 

l 

l 

EA 

8.5555 

3.5555 

$4,510.00 

8.5555 

3.5555 

$4,510.00 

SAME 

6515015343358 

TRANSDUCER  MICROCURV 
F/SOSNSITE  ULTRASND  UNIT 

l 

l 

EA 

8 

3.5555 

$8,610.00 

8 

3.5555 

$8,610.00 
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NSN 

NOMEN 

AS 

QTY 
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QTY 

UI 
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WGT 

ESP 

CUBE 

ESP 

COST 

AS 

WGT 

AS 

CUBE 

AS  COST 

SAME 

6515015343380 

TRANSDUCER  CURV  ARRAY 
TITAN  ULTRASND  SYSTEM 

l 

l 

EA 

8 

3.5555 

$4,510.00 

8 

3.5555 

$4,510.00 

SAME 

6515015343384 

TRANSDUCER  LINEAR  ARRAY 
TITAN  ULTRASOUND 

l 

l 

EA 

8 

2.5555 

$8,610.00 

8 

2.5555 

$8,610.00 

SAME 

6515015343434 

ULTRASONIC  UNIT  DIAG 

HUMAN  HIGH  RES  TITAN 

l 

l 

EA 

65 

9.5555 

$32,500.00 

65 

9.5555 

$32,500.00 

SAME 

6515015346777 

DOCKING  STATION 

ULTRASONIC  UNIT 
W/PRINTCABLES 

l 

l 

EA 

5 

2.5555 

$867.00 

5 

2.5555 

$867.00 

SAME 

6515015346778 

FIELD  CASE  UNTRASONIC 

UNIT  WEATHER  RESISTANT 

l 

l 

EA 

8 

2.5555 

$1,020.00 

8 

2.5555 

$1,020.00 

SAME 

6515015346911 

BATTERY  ULTRASONIC  UNIT 
RECHARGEABLE  LI  SON 

l 

l 

EA 

15 

0.5 

$402.90 

15 

0.5 

$402.90 

SAME 

6515015496482 

ELECTRODE  ROUND  LEEP 

2.0CMX1 .0CMX1 2CM  LONG 

l 

l 

EA 

1 

0.1 

$90.14 

1 

0.1 

$90.14 

SAME 

6515015497779 

COLPOSCOPE 

GYNOCOLOGICAL 

l 

l 

EA 

12 

1 

$4,950.00 

12 

1 

$4,950.00 

SAME 

6515015500941 

TABLE  CLAMP,  CLARKE 

CRUTCH  SOCKET 

2 

2 

EA 

1.1 

0.24 

$279.90 

1.1 

0.24 

$279.90 

SAME 

6520012650108 

STOOL  DENTAL  OPERATING 
CHAIR  ALUM  19.5/26IN 

2 

2 

EA 

68 

17.8 

$621.30 

68 

17.8 

$621.30 

SAME 

6520014565380 

SINK  FIELD  19X19X15"  115/230V 
50/60  HZ  AC 

1 

1 

EA 

45 

3.13 

$4,602.00 

45 

3.13 

$4,602.00 

SAME 

6530007710225 

BASIN  WASH  CORROSION 
RESISTING  STEEL  9  QUART 

1 

1 

PG 

2.84 

0.206 

$227.70 

2.84 

0.206 

$227.70 

SAME 

6530007940000 

TRAY  INSTRUMENT  CRS  15- 
1/2X9-1/2X2  INCHES 

5 

5 

EA 

14.3 

0.97 

$47.45 

14.3 

0.97 

$47.45 

SAME 

6530009356590 

BASSINET  &  DRESSING  TABLE 
HOSP  CRS  33X35X16IN 

1 

1 

EA 

92 

15 

$573.16 

92 

15 

$573.16 

SAME 

6530011628237 

CABINET  PHARMACEUTICAL 
UPPER  SECTION 

1 

1 

EA 

170 

8 

$1,244.44 

170 

8 

$1,244.44 

SAME 

6530011633761 

CABINET  MEDICINE  BASE 
SECTION  23X18X37  FLOOR 

2 

2 

EA 

390 

16 

$3,747.22 

390 

16 

$3,747.22 
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AS 

QTY 

ESP 

QTY 

UI 
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WGT 

ESP 

CUBE 

ESP 

COST 

AS 

WGT 

AS 

CUBE 

AS  COST 

SAME 

6530014506286 

LIGHT  SURGICAL  STAND 

11 0/1 30V  INTEG  FLOOR  STD 

2 

2 

EA 

12.5 

2.3 

$476.96 

12.5 

2.3 

$476.96 

SAME 

6530014617024 

VACUUM  PUMP  MITYVAC 
HAND-HELD  REUSE  MANUAL 

2 

2 

EA 

1 

0.24 

$132.48 

1 

0.24 

$132.48 

SAME 

6530014624962 

STIRRUP  LITHOTOMY 

2 

2 

PR 

0.5 

0.1 

$1,732.00 

0.5 

0.1 

$1,732.00 

SAME 

6530015180177 

INSERT  BACKPACK  MEDICAL 
1000  DENIER  BLACK 

3 

3 

EA 

6.75 

0.75 

$390.00 

6.75 

0.75 

$390.00 

SAME 

6530015281698 

BAG  ROLLDOWN  OPERATING 
ROOM  23X1 9X1  IN  BLACK 

3 

3 

EA 

15 

3.3 

$525.00 

15 

3.3 

$525.00 

SAME 

6530015437127 

TABLE  EXAMINING  AND 
TREATMENT 

2 

2 

EA 

30 

6 

$2,604.00 

30 

6 

$2,604.00 

SAME 

6685010701510 

THERMOMETER  SELF-IND  LIQ 

IN  GLASS  100-300F 

1 

1 

EA 

1 

0.016 

$42.44 

1 

0.016 

$42.44 

SAME 

7105002698463 

CHAIR  FOLDING  W/O  ARMS 
STEEL  GRAY  ENAMEL 

4 

4 

EA 

20 

4 

$51.64 

20 

4 

$51.64 

SAME 

7110015025826 

DESK  FIELD  21X30.750X28.5IN 
PTBL  W/CHAIR 

1 

1 

EA 

90 

10 

$688.00 

90 

10 

$688.00 

SAME 

7240000893827 

CAN  WATER  MIT, IT  ARY  PLAS 
COLOR  IS  5  GALLON 

2 

2 

EA 

10 

4 

$24.04 

10 

4 

$24.04 

SAME 

7240008197735 

WASTE  RECEPTACLE  RND 

32GAL 

4 

4 

EA 

4.4 

3.6824 

$136.20 

4.4 

3.6824 

$136.20 

SAME 

7520001396170 

STAPLER  PAPER  FASTENING 
OFFICE  DESK  STAPLES 

2 

2 

EA 

0.2 

0.02 

$12.84 

0.2 

0.02 

$12.84 

SAME 

7520002815918 

CLIP  BOARD  FILE  9X12.5IN 

COMP  BOARD  BACK 

2 

2 

EA 

0.762 

0.132 

$3.46 

0.762 

0.132 

$3.46 

SAME 

7920002050425 

MOPHEAD  WET  35-37IN  L  8.25IN 
W 

2 

2 

EA 

2 

0.2 

$7.46 

2 

0.2 

$7.46 

SAME 

7920002671218 

HANDLE  MOP  WOOD  SCREW 
CLAMP 

2 

2 

EA 

3 

0.44 

$12.46 

3 

0.44 

$12.46 

SAME 

7920006826861 

WRINGER  MOP  7-1/8INX3- 
1  /2INX4-5/ 8INX1 2- 1  /2IN 

1 

1 

EA 

11.7 

1 

$47.32 

11.7 

1 

$47.32 
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AS 

QTY 
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QTY 

UI 
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WGT 
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CUBE 
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COST 

AS 

WGT 

AS 

CUBE 

AS  COST 

SAME 

7920009265243 

BUCKET  MOP  STEEL  OVAL  16 
QUARTS  SWIVEL  CAST 

l 

l 

EA 

l 

0.5 

$31.86 

l 

0.5 

$31.86 

SAME 

8340012114774 

CURTAIN  MODESTY  FIRE 

RESIST  HOOK&PILE  FASTEN 

3 

3 

EA 

3.45 

0.45 

$370.80 

3.45 

0.45 

$370.80 

SAME 

8340014665876 

CONTAINER,  MEDICAL 

SHELTER  (GREEN) 

1 

1 

EA 

10 

5 

$2,418.99 

10 

5 

$2,418.99 

SAME 

8340015144807 

PARTITION  TENT  SOLID 

GREEN  ALASKA  MED  SHELTER 

1 

1 

EA 

10 

10 

$50.00 

10 

10 

$50.00 

SAME 

8340015158340 

TENT  FRAME  TYPE  GREEN 

RECT  20INX32.5INX10FT 

1 

1 

EA 

110 

10 

$17,600.00 

110 

10 

$17,600.00 

SAME 

4120NCM03098 

3 

ENVIRONMENTAL  CONTROL 
UNIT  LIGHTWEIGHT 

1 

1 

EA 

100 

10 

$12,500.00 

100 

10 

$12,500.00 

SAME 

6150NCM05124 

3 

DISTRIBUTION  BOX  3-PHASE 
POWER 

1 

1 

EA 

50 

4 

$2,100.00 

50 

4 

$2,100.00 

SAME 

6150NCM05124 

4 

CABLE,  POWER  120V  INTERIOR 
#1,  8.5FT  LONG 

2 

2 

EA 

10 

1 

$412.00 

10 

1 

$412.00 

SAME 

6150NCM05124 

5 

CABLE  POWER  120V  INTER 
EXTENSION  SHORT  22FT 

2 

2 

EA 

10 

1 

$218.00 

10 

1 

$218.00 

SAME 

6150NCM05124 

6 

CABLE  POWER  120V  INTERIOR 
EXTENSION  LONG  34FT 

2 

2 

EA 

10 

1 

$252.00 

10 

1 

$252.00 

SAME 

6150NCM05124 

7 

CABLE,  EXTENSION  LIGHTING 
18FT 

2 

2 

EA 

10 

1 

$168.00 

10 

1 

$168.00 

SAME 

6150NCM05125 

2 

CABLE,  POWER  120V  INTERIOR 
#2  12FT 

2 

2 

EA 

10 

1 

$394.00 

10 

1 

$394.00 

SAME 

6230NCM05124 

1 

LIGHT,  FLUORESCENT  50W 
HANG  STRAP&BRACK  2'S 

1 

1 

SE 

5 

2 

$413.00 

5 

2 

$413.00 

SAME 

6230NCM05124 

2 

LIGHT  FLUORES  50WATT 
W/HANG  STRAPS&BRACK  5'S 

2 

2 

SE 

10 

4 

$2,062.00 

10 

4 

$2,062.00 

SAME 

6515NCM07125 

3 

SCISSORS,  THOREK  7  1/4"  FULL 
CURVE 

1 

1 

EA 

0.32 

0.01 

$68.66 

0.32 

0.01 

$68.66 

SAME 

6515NCM07125 

4 

RETRACTOR  ABD  STRT  9 

3/4INX3  1/2INX2  DOYEN 

1 

1 

EA 

0.07 

0.02 

$85.50 

0.07 

0.02 

$85.50 
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STATUS 
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NOMEN 

AS 

QTY 
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QTY 

UI 
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WGT 
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CUBE 

ESP 

COST 

AS 

WGT 

AS 

CUBE 

AS  COST 

SAME 

6515NCM07125 

7 

VACUUM  PUMP,  MANUAL 
HAND-HELD 

2 

2 

EA 

0.1 

1.7 

$384.16 

0.1 

1.7 

$384.16 

SAME 

6515NCM07126 

8 

RETRACTOR,  BREITSKY 
NAVRATIL 

2 

2 

EA 

0.1 

2 

$148.98 

0.1 

2 

$148.98 

SAME 

6515NCM07127 

1 

ELECTRODE  ROUND  LEEP 
1.0CMX1.0CMX12CM  LONG 

1 

1 

BX 

l 

1.18 

$90.30 

i 

1.18 

$90.30 

SAME 

6515NCM07129 

5 

LIGHT  SOURCE  175W  XENON 
NOVA  W/MANUAL  CONTROL 

1 

1 

EA 

3.04 

1022 

$2,613.75 

3.04 

1022 

$2,613.75 

SAME 

6515NCM07129 

6 

FORCEP  SEMI-RIGID 

BIO/GRASP  W/DBL  ACT  (AWS 

1 

1 

EA 

0.89 

0.32 

$628.06 

0.89 

0.32 

$628.06 

SAME 

6515NCM07133 

7 

SCISSOR  SEMI-RIGID  BLNT 

SGLE  ACT  JAW  5FRX34CM 

1 

1 

EA 

0.34 

0.44 

$628.06 

0.34 

0.44 

$628.06 

SAME 

6515NCM07147 

2 

SPECULUM  WEISMAN-GRAVES 
MED  RIGHT  OPEN 

4 

4 

EA 

0.08 

0.08 

$365.72 

0.08 

0.08 

$365.72 

SAME 

6515NCM07147 

3 

BUMM  UTERINE  CURETTE, 

12IN  EXTRA  LARGE  MAT, TEA 

1 

1 

EA 

0.02 

0.02 

$62.62 

0.02 

0.02 

$62.62 

SAME 

6515NCM07154 

0 

SPECULUM,  WEISMAN  RIGHT 
OPEN 

1 

1 

EA 

0.02 

0.02 

$197.00 

0.02 

0.02 

$197.00 

SAME 

6665NCM04060 

9 

DEFENDERS  BIOHAZARD 

STEEL  STEP  CAN 

2 

2 

EA 

10 

2 

$262.00 

10 

2 

$262.00 

SAME 

7025NCM99002 

3 

ALL-IN-ONE  PRINTER 

1 

1 

EA 

10 

1 

$727.00 

10 

1 

$727.00 

SAME 

7035NCM00034 

2 

LAPTOP  DVD  CLIENT 

1 

1 

EA 

8 

0.5 

$3,796.00 

8 

0.5 

$3,796.00 

SAME 

7035NCM01006 

5 

LAPTOP  SHIPPING/STORAGE 
CASE 

1 

1 

EA 

1 

0.5 

$156.00 

1 

0.5 

$156.00 

SAME 

7125NCM99087 

0 

SHELVING  MOBILE  WIRE 
COATED  BLACK  18 

4 

4 

SE 

40 

4 

$464.00 

40 

4 

$464.00 

SAME 

8340NCM00019 

6 

VESTIBULE  END  PANEL 

ALASKA  TENT  (GREEN) 

2 

2 

EA 

400 

16 

$1,452.00 

400 

16 

$1,452.00 

SAME 

8340NCM02003 

0 

ROPAK  CONTAINER  TWO 

DROP  DOORS  84 

4 

4 

EA 

100 

60 

$980.00 

100 

60 

$980.00 
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STATUS 

NSN 

NOMEN 

AS 

QTY 

ESP 

QTY 

UI 

ESP 

WGT 

ESP 

CUBE 

ESP 

COST 

AS 

WGT 

AS 

CUBE 

AS  COST 

SAME 

8340NCM06073 

9 

ROPAK  CONTAINER  40X48 

4 

4 

EA 

20 

4 

$149.36 

20 

4 

$149.36 

SAME 

8340NCM99100 

8 

EXTENSION  ALASKA  TENT 
(GREEN) 

1 

1 

EA 

400 

16 

$4,000.00 

400 

16 

$4,000.00 

TOTALS 

3744.1187 

1574.739 

$253,180.63 

3744.119 

1574.739 

3 

$253,180.63 

MEDICATIONS 

SAME 

6505000684925 

PHYTONADIONE  10MG/ML 

1ML  AMP  25S 

1 

1 

PG 

1.00 

0.2 

$55.80 

1 

0.2 

$55.80 

INCREASE 

6505001161374 

METHYLERGONOVINE 
MALEATE  0.2MG/CC  1ML  AMP 

20S 

1 

3 

BX 

0.66 

0.3 

$214.44 

0.22 

0.1 

$71.48 

SAME 

6505001288035 

IBUPROFEN  TABLETS  400MG 

500S 

4 

4 

BT 

5.44 

0.176 

$29.52 

5.44 

0.176 

$29.52 

INCREASE 

6505001334452 

PENICILLIN  G  PROCAIN  SUSP 
600000UN/ML  2ML  10S 

1 

4 

PG 

1.28 

0.052 

$230.48 

0.32 

0.013 

$57.62 

AS  937A 

6505001394561 

SODIUM  BICARBONATE  INJ 

50ML  10S 

1 

1 

BX 

0.00 

0 

$0.00 

0 

0 

$0.00 

DECREASE 

6505001538809 

LUBRICANT  SURGICAL  4  OZ 
(113.4  GM) 

20 

6 

TU 

2.10 

0.09 

$21.42 

7 

0.3 

$71.40 

SAME 

6505002617257 

BENZOIN  TINCTURE 
COMPOUND  1  PT 

1 

1 

CN 

1.00 

0.02 

$6.92 

1 

0.02 

$6.92 

DECREASE 

6505002867011 

POVIDONE-IODINE  TOPICAL 
EQUI 1%  IODINE  8FL  OZ 

24 

18 

BT 

10.98 

0.18 

$13.86 

14.64 

0.24 

$18.48 

DECREASE 

6505002999672 

SILVER  NITRATE  APPLICATORS 

6  INCH  100S 

2 

1 

CO 

0.25 

0.01 

$7.69 

0.5 

0.02 

$15.38 

SAME 

6505005840412 

ESTROGENS  CONJUGATED 
TABLETS  0.625MG  1000S 

1 

1 

BT 

1.29 

0.038 

$110.50 

1.29 

0.038 

$110.50 

INCREASE 

6505005986116 

LIDOCAINE  HYDROCHLORIDE 
1.0%/ML  50ML 

4 

5 

BT 

1.40 

0.005 

$5.25 

1.12 

0.004 

$4.20 

INCREASE 

6505006807352 

PROMETHAZINE 
HYDROCHLOR1D25MG /ML  1ML 
AMP  25S 

1 

4 

BX 

4.00 

0.08 

$38.80 

1 

0.02 

$9.70 
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STATUS 

NSN 

NOMEN 

AS 

QTY 

ESP 

QTY 

UI 

ESP 

WGT 

ESP 

CUBE 

ESP 

COST 

AS 

WGT 

AS 

CUBE 

AS  COST 

DECREASE 

6505006861029 

ESTROGENS  CONJUGATED 

FOR  FRZ-DRIED  PWDR  25MG 

20 

16 

PG 

0.96 

0.48 

$996.32 

1.2 

0.6 

$1,245.40 

DECREASE 

6505006873570 

PYRIDOXINE 

HYDROCHLORIDE  TABLETS 
50MG  1000S 

5 

1 

BT 

0.79 

0.031 

$11.83 

3.96 

0.155 

$59.15 

DECREASE 

6505008901840 

METRONIDAZOLE  TABLETS 
250MG  250S 

4 

1 

BT 

0.25 

0.01 

$4.11 

1 

0.04 

$16.44 

INCREASE 

6505009143593 

POVIDONE-IODINE  TOPICAL 
EQUI 1%  IODINE  8FL  OZ 

1 

3 

PG 

7.35 

0.06 

$167.52 

2.45 

0.02 

$55.84 

SAME 

6505009262158 

TRICHLOROACETIC  ACID  ACS 

1/4  LB  113.4  GM 

1 

1 

BT 

0.70 

0.01 

$14.68 

0.7 

0.01 

$14.68 

DECREASE 

6505009820288 

ERYTHROMYCIN  OPHTHALMIC 
OINTMENT  5MG/GM  3.5GM 

10 

2 

TU 

0.06 

0.02 

$2.98 

0.3 

0.1 

$14.90 

DECREASE 

6505010076116 

MULTIVITAMIN &MIN  ERAL 
TABLETS  100S 

10 

1 

BT 

1.00 

0.01 

$4.41 

10 

0.1 

$44.10 

AS  937A 

6505010932384 

EPINEPHRINE  INJ  0.1MG/ML 
SYRINGE-NEEDLE  10S 

1 

1 

PG 

0.00 

0 

$0.00 

0 

0 

$0.00 

DECREASE 

6505010932887 

ERYTHROMYCIN  TABLETS 

250MG  500S 

4 

2 

BT 

19.06 

0.08 

$38.08 

38.12 

0.16 

$76.16 

AS  937A 

6505010946196 

ATROPINE  SULFATE  IN] 
0.1MG/CC  10ML  10S 

3 

1 

BX 

0.00 

0 

$0.00 

0 

0 

$0.00 

INCREASE 

6505011067281 

CLOTRIMAZOLE  VAGINAL 
CREAM  1%  45GM  TUBE  W/APP 

10 

19 

PG 

3.61 

0.171 

$125.21 

1.9 

0.09 

$65.90 

INCREASE 

6505011309358 

METOCLOPRAMIDE  TABLETS 
10MG  100S 

1 

2 

BT 

0.14 

0.008 

$2.76 

0.07 

0.004 

$1.38 

INCREASE 

6505011533440 

FERRIC  SUBSULFATE  SOL  16  OZ 
BOTTLE 

2 

13 

BT 

11.18 

0.377 

$427.18 

1.72 

0.058 

$65.72 

DECREASE 

6505011534335 

DOXYCYCLINE  HYCLATE 
TABLETS  100MG  500S 

2 

1 

BT 

0.36 

0.01 

$25.45 

0.72 

0.02 

$50.90 

DECREASE 

6505011771982 

CLINDAMYCIN  150MG/ML  4ML 
VIAL  25S 

4 

2 

PG 

1.66 

0.092 

$94.20 

3.32 

0.184 

$188.40 

DECREASE 

6505011868437 

PYRETHRINS  AND  PIPERONYL 
BUTOXIDE  SOL  40Z  12S 

2 

1 

PG 

8.00 

0.2 

$124.35 

16 

0.4 

$248.70 

46 


STATUS 

NSN 

NOMEN 

AS 

QTY 

ESP 

QTY 

UI 

ESP 

WGT 

ESP 

CUBE 

ESP 

COST 

AS 

WGT 

AS 

CUBE 

AS  COST 

SAME 

6505011868758 

NAPROXEN  TABLETS  500  MG 

500S 

l 

l 

BT 

1.10 

l.i 

$42.70 

l.i 

l.i 

$42.70 

DECREASE 

6505011926554 

SODIUM  CHLORIDE  NASAL  SOL 

0.65%  45ML 

10 

4 

BT 

0.72 

0.004 

$6.32 

1.8 

0.01 

$15.80 

INCREASE 

6505012069246 

ACYCLOVIR  CAP  200MG  100S 

5 

6 

BT 

0.24 

0.06 

$438.12 

0.2 

0.05 

$365.10 

INCREASE 

6505012139514 

GENTAMICIN  SULFATE  40MG 
EQUIV/ML  2ML  VIAL  25S 

1 

2 

PG 

1.32 

0.04 

$14.18 

0.66 

0.02 

$7.09 

SAME 

6505012145791 

DETERGENT  SURGICAL  llOZ 
CAN  24S 

1 

1 

PG 

0.35 

0.008 

$91.24 

0.35 

0.008 

$91.24 

DECREASE 

6505012277028 

CEFTRIAXONE  SODIUM  250MG 
VIAL  10S 

10 

4 

PG 

2.32 

0.08 

$274.84 

5.8 

0.2 

$687.10 

SAME 

6505012447982 

LABETALOL  HYDROCHLORIDE 
IN]  5MG/ML  20ML  VIAL 

1 

1 

VI 

0.05 

0.2314 

$9.70 

0.05 

0.2314 

$9.70 

INCREASE 

6505012752568 

AMPICILLIN  AND  SULBACTAM 
IN)  3GM  VIAL  10S 

3 

4 

PG 

2.84 

0.16 

$520.96 

2.13 

0.12 

$390.72 

DECREASE 

6505012762029 

MEDROXYPROGESTERONE 
ACETATE  TAB  2.5MG  100S 

10 

1 

BT 

0.19 

0.008 

$12.52 

1.88 

0.08 

$125.20 

DECREASE 

6505012971448 

MISOPROSTOL  TABLETS 

200MCG  100S 

4 

1 

BT 

0.20 

0.2 

$139.16 

0.8 

0.8 

$556.64 

INCREASE 

6505013144280 

CEFTRIAXONE  SODIUM  1GM 
SINGLE  DOSE  V  10S 

2 

3 

PG 

3.00 

0.03 

$562.80 

2 

0.02 

$375.20 

INCREASE 

6505013265251 

CARBOPROST  TROMETAMINE 

INJ  1ML  AMP  10S 

1 

3 

PG 

1.65 

0.45 

$1,704.39 

0.55 

0.15 

$568.13 

DECREASE 

6505013384710 

PODOFILOX  TOPICAL  SOL 

3.5ML  BOTTLE 

5 

2 

BT 

0.18 

0.04 

$142.74 

0.45 

0.1 

$356.85 

INCREASE 

6505013464882 

OFLOXACIN  TABLETS  200MG  50 
TABLETS  PER  BOTTLE 

6 

7 

BT 

0.70 

0.042 

$766.92 

0.6 

0.036 

$657.36 

DECREASE 

6505013523884 

NITROFURANTOIN  EXT- 
RET.EA.SE  CAPS  100MG  100S 

5 

1 

BT 

0.19 

0.01 

$84.22 

0.95 

0.05 

$421.10 

AS  91 7D 

6505013556474 

DEXTROSE  INJ  50ML  SYRINGE- 
NEEDLE  UNIT  25S 

1 

1 

PG 

0.00 

0 

$0.00 

0 

0 

$0.00 
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STATUS 

NSN 

NOMEN 

AS 

QTY 

ESP 

QTY 

UI 

ESP 

WGT 

ESP 

CUBE 

ESP 

COST 

AS 

WGT 

AS 

CUBE 

AS  COST 

INCREASE 

6505013648557 

PROMETHAZINE 
HYDROCHLORIDE  TABLETS 
25MG  100S 

l 

3 

BT 

1.65 

0.033 

$6.15 

0.55 

0.011 

$2.05 

SAME 

6505013652062 

INDIGOTINDISULFONATE  SOD 
8MG/ML  5ML  AMP  10S 

l 

1 

PG 

1.15 

0.015 

$41.74 

1.15 

0.015 

$41.74 

DECREASE 

6505013652363 

NORETHINDRONE  AND 
ETHINYL  ESTRADIOL  TABS 

168S 

10 

1 

PG 

0.55 

0.12 

$39.91 

5.5 

1.2 

$399.10 

INCREASE 

6505013665847 

METRONIDAZOLE  GEL 
VAGINAL  70GM  TUBE  W/APPL 

10 

22 

PG 

14.30 

0.33 

$665.94 

6.5 

0.15 

$302.70 

INCREASE 

6505013682863 

CLINDAMYCIN  PHOSPH  VAG 
CREAM  40GM  TU  7  APPLIC 

10 

21 

PG 

12.60 

25.2 

$1,238.37 

6 

12 

$589.70 

DECREASE 

6505013876167 

GENTIAN  VIOLET  TOPICAL 

SOL  30ML 

2 

1 

BT 

0.65 

0.012 

$2.16 

1.3 

0.024 

$4.32 

DECREASE 

6505013953039 

FLUCONAZOLE  TABLETS 
150MGI.S.  12S 

5 

3 

PG 

0.62 

0.072 

$440.73 

1.035 

0.12 

$734.55 

INCREASE 

6505013984269 

NORETHINDRONE 
ACETATE&ETHINYL  ESTR 

TABS  840S 

1 

5 

PG 

5.75 

0.06 

$331.05 

1.15 

0.012 

$66.21 

DECREASE 

6505014141864 

IODINE  SOL  STRONG  1  PINT 

10%  POT  IODINE 

2 

1 

BT 

1.85 

0.015 

$6.73 

3.7 

0.03 

$13.46 

INCREASE 

6505014171250 

GLOBULIN  RHO  (D)  IMMUNE 
300MCG  1ML  SYR  ADULT 

1 

6 

EA 

0.62 

0.06 

$277.68 

0.104 

0.01 

$46.28 

INCREASE 

6505014179967 

AZITHROMYCIN  ORAL 
SUSPENSION  1GM  PACKETS  10S 

1 

3 

PG 

2.64 

0.036 

$444.27 

0.88 

0.012 

$148.09 

SAME 

6505014491635 

AZITHROMYCIN  TABLETS 

250MG  30S 

4 

4 

BT 

2.00 

1.302 

$470.08 

2 

1.302 

$470.08 

SAME 

6505014504582 

IMIQUIMOD  CREAM  MED  5% 
250MG  PACKET  12  S 

1 

1 

PG 

0.02 

0.05 

$65.00 

0.02 

0.05 

$65.00 

DECREASE 

6505014554200 

LIDOCAINE  AND 

EPINEPHRINE  1:100,000  20  ML  VI 

4 

2 

VI 

0.28 

0.02 

$2.78 

0.56 

0.04 

$5.56 

DECREASE 

6505014619942 

MEDR  OX  YPR  OGESTF.R  ON 

ACET  INJ  150MG/ML  1ML  VIAL 

15 

1 

VI 

0.01 

0.01 

$21.19 

0.15 

0.15 

$317.85 

SAME 

6505014802501 

CEFAZOLIN  SODIUM  1GM 
CEFAZOLIN  10ML  VIAL  25S 

1 

1 

PG 

1.00 

0.3 

$43.64 

1 

0.3 

$43.64 
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STATUS 

NSN 

NOMEN 

AS 

QTY 

ESP 

QTY 

UI 

ESP 

WGT 

ESP 

CUBE 

ESP 

COST 

AS 

WGT 

AS 

CUBE 

AS  COST 

INCREASE 

6505014821064 

KETOROLAC  TROMETHAMINE 
30MG/ML  1ML  UNIT  10S 

4 

12 

PG 

2.40 

1.2 

$453.3 

0.8 

0.4 

$151.12 

INCREASE 

6505014975663 

MAGNESIUM  SULFATE  2ML 

VIAL  25S 

1 

3 

PG 

4.05 

0.48 

$36.24 

1.35 

0.16 

$12.08 

INCREASE 

6505014979072 

GLOBULIN  RHO  (D)  IMMUNE  5 
SYRINGES 

1 

2 

PG 

1.10 

0.24 

$1,384.08 

0.55 

0.12 

$692.04 

SAME 

6505015050773 

OXYTOCIN  10  UNITS/ML  1  ML 
VIAL  25S 

1 

1 

PG 

0.36 

0.01 

$18.67 

0.364 

0.01 

$18.67 

DECREASE 

6505015249195 

LEVONORGESTREL  TABLETS 
0.075MG  2S 

10 

4 

PG 

2.20 

0.48 

$108.48 

5.5 

1.2 

$271.20 

SAME 

6505015334126 

NALOXONE  HYDROCHLORIDE 
IN|  0.4  MG/ML  1ML1  OS 

1 

1 

PG 

0.01 

0.01 

$8.37 

0.01 

0.01 

$8.37 

TOTALS 

155.39 

35.23 

$13,691.19 

174.48 

23.37 

$11,672.41 

CONSUMABLES 

SAME 

6508014997269 

SKIN  CLEANSER  4  OZ  FLIP  TOP 
BOTTLE  48S 

1 

1 

PG 

1.15 

0.15 

$117.00 

1.15 

0.15 

$117.00 

DECREASE 

6510005596130 

PAD  POST  SURGICAL  OBSTET 
ABS  SUPER  SIZE  288S 

2 

1 

PG 

0.62 

4.8611 

$32.58 

1.24 

9.7222 

$65.16 

SAME 

6510007219808 

SPONGE  SURGICAL  CELL&COT 
GZE  4X4IN  STER  1200S 

1 

1 

PG 

7.72 

2.396 

$61.02 

7.716 

2.396 

$61.02 

SAME 

6510007755706 

PAD  ABDOMIN  7.5X8IN 

3LAYERS  STER  SEAL  PG  240S 

1 

1 

PG 

14.00 

2 

$44.48 

14 

2 

$44.48 

DECREASE 

6510007822698 

SPONGE  SURG  GAUZ  ABS 

WHITE  4X4IN  8-PLY  200S 

6 

5 

PG 

4.15 

0.365 

$14.10 

4.98 

0.438 

$16.92 

DECREASE 

6510007863736 

PAD  ISOPROPYL  ALCOHOL 
IMPREGNATED  WHITE  200S 

6 

1 

PG 

0.29 

0.2 

$2.40 

1.74 

1.2 

$14.40 

SAME 

6510009268881 

TAPE  ADHESIVE  SURGICAL 
POROUS  .50INX10YD  24S 

1 

1 

PG 

0.83 

0.042 

$12.27 

0.83 

0.042 

$12.27 

DECREASE 

6510009268882 

TAPE  ADHESIVE  SURG  POROUS 
WOVEN  1INX10YD  12S 

2 

1 

PG 

2.00 

0.1 

$12.25 

4 

0.2 

$24.50 

SAME 

6515000431770 

BLADE  SURG  KNIFE  DET  NO.  11 
150S 

1 

1 

PG 

0.35 

0.01 

$28.15 

0.35 

0.01 

$28.15 
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STATUS 

NSN 

NOMEN 

AS 

QTY 

ESP 

QTY 

UI 

ESP 

WGT 

ESP 

CUBE 

ESP 

COST 

AS 

WGT 

AS 

CUBE 

AS  COST 

SAME 

6515000431783 

BLADE  SURG  KNIFE  NO.  15  150S 

l 

l 

PG 

0.49 

0.014 

$29.02 

0.49 

0.014 

$29.02 

SAME 

6515001178416 

CONDOM 

PROPHYLUBRICATED 
W/RECEPTACLE  END  144S 

l 

l 

PG 

1.10 

0.1 

$24.51 

1.1 

0.1 

$24.51 

SAME 

6515001985446 

IRRIGATION  SET  URO  4  COMP 
72IN  TUB  W/CON  48S 

l 

l 

PG 

5.50 

0.4 

$199.25 

5.5 

0.4 

$199.25 

INCREASE 

6515003245500 

DEPRESSOR  TONGUE 
6X0.75X0.062"  STRAIGHT  100S 

l 

2 

PG 

1.33 

0.2 

$3.98 

0.6667 

0.1 

$1.99 

SAME 

6515004005465 

CATHETER  URETHRAL  ROB- 
NEL  14FR  STER  DISP  100S 

l 

1 

PG 

2.88 

0.5 

$40.68 

2.88 

0.5 

$40.68 

SAME 

6515004588414 

CATHETER  &  CONNECTOR 

SUCT  TRACH  8FR  DISP  50S 

l 

1 

PG 

4.00 

0.753 

$38.10 

4 

0.753 

$38.10 

SAME 

6515004627348 

SYRINGE  HYPODERMIC  3ML 
LUER  LOCK  DISP  100S 

l 

1 

PG 

1.13 

1 

$6.24 

1.125 

1 

$6.24 

SAME 

6515006555751 

NEEDLE  HYPO  25GA  .578-.672IN 
LUER  LOCK  100S 

l 

1 

PG 

0.58 

0.053 

$3.75 

0.58 

0.053 

$3.75 

SAME 

6515007540406 

SYRINGE  HYPO  5ML  CAP  LUER 
SLIP  DISP  100S 

l 

1 

PG 

4.75 

0.46 

$13.01 

4.75 

0.46 

$13.01 

SAME 

6515007540412 

SYRINGE  HYPO  10ML  CAP  LUER 
SLIP  W/O  NDL100S 

l 

1 

PG 

0.70 

0.343 

$18.99 

0.7 

0.343 

$18.99 

AS  937A 

6515007542836 

NEEDLE  HYPO  20GA  1.438- 
1.562IN  LUER  LOCK  100S 

2 

1 

PG 

0.00 

0 

$0.00 

0 

0 

$0.00 

SAME 

6515008172646 

SCRAPER  UTER  CERV  AYRE  7IN 
WOOD  DBL  END  500S 

1 

1 

PG 

2.20 

1 

$11.29 

2.2 

1 

$11.29 

SAME 

6515009051473 

APPLICATOR  PLAS/WOOD  ROD 
6IN  STER  DISP  2000S 

1 

1 

PG 

0.65 

0.65 

$19.40 

0.65 

0.65 

$19.40 

DECREASE 

6515009141543 

SPECULUM  VAGINAL  GRAVES 
MED  6.50IN  DISP  100S 

2 

1 

PG 

12.00 

1.3 

$55.28 

24 

2.6 

$110.56 

INCREASE 

6515009316653 

SUTURE  ABS  4-0  2.25FT  NDL  SH 
1/2  CIRCLE  36S 

1 

2 

PG 

0.84 

0.0812 

$106.14 

0.42 

0.0406 

$53.07 

DECREASE 

6515009351025 

DIAPHRAGM  VAGINAL 

RUBBER  CONTOUR  70MM 

10 

6 

EA 

1.08 

0.012 

$104.22 

1.8 

0.02 

$173.70 
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STATUS 

NSN 

NOMEN 

AS 

QTY 

ESP 

QTY 

UI 

ESP 

WGT 

ESP 

CUBE 

ESP 

COST 

AS 

WGT 

AS 

CUBE 

AS  COST 

DECREASE 

6515009351026 

DIAPHRAGM  VAGINAL 

RUBBER  CONTOURED  TYPE  75 
MM 

10 

6 

EA 

1.98 

0.15 

$88.32 

3.3 

0.25 

$147.20 

INCREASE 

6515009900870 

SUTURE  NON ABS  SGL  ARMED 

3/8  CIR  3-0  BLACK  IS 

l 

5 

DZ 

.25 

.15 

$51.40 

.05 

.033 

$10.28 

SAME 

6515010450029 

SYRINGE  IRRIG  BULB  TA'PE 

30Z  CAP  5IN  DISP  50S 

l 

1 

PG 

11.04 

1 

$60.46 

11.04 

1 

$60.46 

DECREASE 

6515010473902 

DIAPHRAGM  VAGINAL  SYNTH 
CONTROL  ARCING  65MM 

10 

6 

EA 

2.04 

0.186 

$110.76 

3.4 

0.31 

$184.60 

INCREASE 

6515011243778 

SUTURE  ABS  GI  SZ  4-0  27IN  NDL 
3S 

l 

2 

DZ 

1.00 

0.02 

$30.24 

0.5 

0.01 

$15.12 

SAME 

6515011263843 

COVER  ELECT  THERM  PROBE 

3.75IN  TAPER  5000S 

l 

1 

PG 

5.30 

0.1 

$96.08 

5.3 

0.1 

$96.08 

SAME 

6515011470203 

TUBE  SUCTION  SURGICAL 
YANKAUER  72IN  STR  50S 

l 

1 

PG 

10.00 

0.04 

$65.88 

10 

0.04 

$65.88 

SAME 

6515011534888 

WOUND  CLOSURE  KIT  FACIAL 
STER  DISP  20S 

l 

1 

PG 

2.00 

0.08 

$92.25 

2 

0.08 

$92.25 

DECREASE 

6515011534970 

ELECTRODE  GEL 
ELECTROMEDICAL  DERMAGEL 
40Z 

10 

3 

TU 

0.85 

0.03 

$9.00 

2.82 

0.1 

$30.00 

INCREASE 

6515011562458 

DETERGENT  SURG  INSTR 
CONCEN  5LB 

1 

2 

CN 

10.00 

0.442 

$30.74 

5 

0.221 

$15.37 

SAME 

6515011643038 

SYRINGE  HYPO  50  OR  60ML 

W/O  NDL  100S 

1 

1 

PG 

10.00 

0.46 

$40.13 

10 

0.46 

$40.13 

SAME 

6515011771944 

TUBE  DRAINAGE  SURG 

RUBBER  PENROSE  INX18IN  10S 

1 

1 

PG 

1.50 

0.05 

$10.17 

1.5 

0.05 

$10.17 

INCREASE 

6515011904373 

SUTURE  ABS  OB/GYN  SZ  2-0 

36IN  ATRALOC  NDL  3S 

1 

2 

DZ 

1.20 

0.02 

$43.62 

0.6 

0.01 

$21.81 

SAME 

6515012031332 

COVER  ELECTRONIC 
THERMOMETER  PROBE  DISP 
1000S 

1 

1 

PG 

0.22 

0.21 

$18.78 

0.22 

0.21 

$18.78 

SAME 

6515012289862 

SWAB  PROCTOSIGM  TIP  X-LGE 
16-1/2IN  FLEX  50S 

2 

2 

PG 

0.70 

0.024 

$10.26 

0.7 

0.024 

$10.26 

SAME 

6515012337556 

TUBE  TRACH  MURP  CHILD 

3.5MM  W/O  CUFF  DISP  10S 

1 

1 

PG 

0.11 

0.003 

$27.45 

0.11 

0.003 

$27.45 
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STATUS 

NSN 

NOMEN 

AS 

QTY 

ESP 

QTY 

UI 

ESP 

WGT 

ESP 

CUBE 

ESP 

COST 

AS 

WGT 

AS 

CUBE 

AS  COST 

SAME 

6515012549613 

BAG  RESERVOIR 

VENTILATION  500ML  PLAS 

ADAP  12S 

l 

l 

PG 

0.05 

0.11 

$64.41 

0.05 

0.11 

$64.41 

SAME 

6515012563257 

MASK  ORONASAL  INF  MALE 
CONN  LATEX  CUSH  20S 

l 

l 

PG 

1.80 

l 

$63.08 

1.8 

l 

$63.08 

SAME 

6515012636300 

MASK  ORONASAL  NEWBORN 
MALE  CONNECT  DISP  20S 

l 

l 

PG 

0.94 

0.092 

$92.83 

0.94 

0.092 

$92.83 

INCREASE 

6515012753999 

PUNCH  CUTANEOUS  BIOPSY 
5MM  BLADE  DISP  25S 

l 

3 

PG 

6.00 

3.15 

$223.98 

2 

1.05 

$74.66 

INCREASE 

6515012835192 

INTRAUTERINE  DEV 
CONTRACEP  T-SHAPE  COPPER 

5S 

l 

2 

PG 

2.42 

0.1 

$3,086.50 

1.21 

0.05 

$1,543.25 

SAME 

6515012891962 

CATHETER  SET  UTERIN  5FR 
30CM  3CC  SYR  VENT  40S 

l 

1 

PG 

1.25 

0.25 

$895.90 

1.25 

0.25 

$895.90 

SAME 

6515013065036 

ASPIRATOR  MECONIUM 

NEONAT  15MM  OD  DISP  40S 

l 

1 

PG 

1.32 

0.3 

$154.82 

1.32 

0.3 

$154.82 

SAME 

6515013285221 

BRUSH  UTERINE  CERV  PLAS 
CANAL  NONSTER  250S 

l 

1 

PG 

0.75 

0.35 

$164.59 

0.75 

0.35 

$164.59 

DECREASE 

6515013492745 

BOTTLE  SPECIMEN  COL  DELEE 
20CC  TRACH  DISP  50S 

2 

1 

PG 

3.00 

1.2 

$91.13 

6 

2.4 

$182.26 

SAME 

6515013539875 

CLAMP  UMBILICAL  CORD 

2.25IN  SELF-LOCK  125S 

1 

1 

PG 

1.00 

0.5 

$174.31 

1 

0.5 

$174.31 

DECREASE 

6515013549470 

SUTURE  ABS  OB/GYN  SZ  0  1 

36IN  NDL  36S 

4 

2 

PG 

1.00 

0.02 

$43.72 

2 

0.04 

$87.44 

INCREASE 

6515013553928 

SUTURE  ABS  GI  SZ  3-0  1  27IN 
STRAND  NDL  36S 

1 

2 

PG 

0.48 

0.038 

$189.96 

0.24 

0.019 

$94.98 

DECREASE 

6515013832700 

SUTURE  ABS  GEN  CLO  0  36IN 
NDL  ORDER  BY  3S 

10 

5 

DZ 

0.70 

0.05 

$181.15 

1.4 

0.1 

$362.30 

DECREASE 

6515014123101 

SYRINGE  HYPODERMIC  20CC 
DISP  25S 

2 

1 

PG 

1.75 

0.32 

$13.54 

3.5 

0.64 

$27.08 

DECREASE 

6515014586966 

SYRINGE  AND  NEEDLE  HYPO 
ICC  25  GAGE  DISP  100S 

2 

1 

PG 

0.55 

0.12 

$25.00 

1.1 

0.24 

$50.00 

DECREASE 

6515014618929 

GLOVE  PATIENT  EXAM  LGL 
NONPWD  AMB  100S 

10 

1 

PG 

6.00 

0.17 

$17.23 

60 

1.7 

$172.30 
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STATUS 

NSN 

NOMEN 

AS 

QTY 

ESP 

QTY 

UI 

ESP 

WGT 

ESP 

CUBE 

ESP 

COST 

AS 

WGT 

AS 

CUBE 

AS  COST 

DECREASE 

6515014618933 

GLOVE  PATIENT  EXAM  9.5IN 
N-DEX  NITR  MED  100S 

10 

l 

PG 

1.33 

0.17 

$17.23 

13.3 

1.7 

$172.30 

DECREASE 

6515014784788 

CATHETERIZATION  KIT  400M 
FOLEY  16FR  5CC  10S 

3 

l 

PG 

16.30 

1 

$180.00 

48.9 

3 

$540.00 

SAME 

6515014974472 

CATHETERIZATION  KIT 
URETHRAL  6  COMPONENTS  25S 

1 

l 

PG 

5.00 

0.38 

$92.00 

5 

0.38 

$92.00 

SAME 

6515014990001 

STYLET  ENDOTR  NEONAT 

12.6IN  6F  STER  DISP  25S 

1 

l 

PG 

0.29 

0.12 

$76.21 

0.29 

0.12 

$76.21 

DECREASE 

6515015081024 

GLOVE  PATIENT  EXAM  SM 
PURPLE  NONPWD  AMB100S 

10 

l 

PG 

2.00 

0.12 

$17.00 

20 

1.2 

$170.00 

SAME 

6515015196337 

GLOVE  SURGEON  LATEX  & 
POWDER  FREE  7  STER  200S 

1 

l 

PG 

5.00 

0.125 

$569.52 

5 

0.125 

$569.52 

SAME 

6515015196339 

GLOVE  SURG  LATEX&POWD 
FREE  7-1/2  STER  200S 

1 

l 

PG 

3.00 

0.125 

$569.52 

3 

0.125 

$569.52 

SAME 

6515015196344 

GLOVE  SURGEON  LATEX  & 
POWDER  6  1/2  STER  200S 

1 

l 

PG 

5.00 

0.125 

$569.52 

5 

0.125 

$569.52 

SAME 

6515015196347 

GLOVE  SURGEON  LATEX  & 
POWDER  FREE  8  STER  50S 

1 

l 

PG 

5.00 

0.125 

$142.49 

5 

0.125 

$142.49 

DECREASE 

6515015199161 

GLOVE  PATIENT  EXAM  NON 
STER  PWD  FREE  L  100S 

10 

l 

PG 

1.00 

0.125 

$6.99 

10 

1.25 

$69.90 

DECREASE 

6515015199172 

GLOVE  PATIENT  EXAM  M  NON 
STER  PWD  FREE  100S 

10 

l 

PG 

1.00 

0.125 

$6.99 

10 

1.25 

$69.90 

DECREASE 

6515015261726 

NEEDLE  HYP  SAFE  W/SHLD 
MECH  21GAX1  1/2IN  50S 

2 

l 

PG 

0.25 

0.02 

$22.00 

0.5 

0.04 

$44.00 

DECREASE 

6515015261729 

NEEDLE  HYPODERMIC 

SAFETY  18GA  X  1.500  SOS 

2 

l 

PG 

0.25 

0.02 

$22.00 

0.5 

0.04 

$44.00 

DECREASE 

6515015346261 

CURETTE  ENDOMET  BIOP 

23.5CM  RND  THB-FING  12S 

4 

2 

PG 

10.00 

0.2 

$153.60 

20 

0.4 

$307.20 

SAME 

6515015502964 

CUP  VACUUM  DELIVERY 

ASSIST  W/TUB&FILT  12S 

1 

1 

PG 

0.88 

0.12 

$291.00 

0.88 

0.12 

$291.00 

SAME 

6515015502974 

BALL  ELECTRODE  LEEP  3MM 
DIAMETER  12CM  LONG  5S 

1 

1 

PG 

0.55 

0.12 

$98.83 

0.55 

0.12 

$98.83 
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STATUS 

NSN 

NOMEN 

AS 

QTY 

ESP 

QTY 

UI 

ESP 

WGT 

ESP 

CUBE 

ESP 

COST 

AS 

WGT 

AS 

CUBE 

AS  COST 

SAME 

6515015502982 

ELECTRODE  ROUND  1000 

1.0CMW  X1.0CM  12CM  5S 

l 

l 

PG 

0.55 

0.12 

$98.83 

0.55 

0.12 

$98.83 

SAME 

6515015503306 

ASPIRATION  KIT  VAC 

EXTRACT  UTER  MAN  6MM  10S 

l 

l 

PG 

0.68 

0.11 

$163.00 

0.68 

0.11 

$163.00 

SAME 

6530008368134 

BASIN  EMESIS  PLAS  KIDNEY 

10IN  DISP  250S 

l 

l 

PG 

10.00 

1 

$25.19 

10 

1 

$25.19 

INCREASE 

6530008377472 

CUP  SPECIMEN  PLAS  DISP 

4.50Z  100S 

l 

2 

PG 

13.82 

4 

$22.06 

6.91 

2 

$11.03 

DECREASE 

6530010923914 

PAPER  SHEETING  EXAM- 
TREAT  125FTX17.75IN  12S 

4 

1 

PG 

12.12 

2 

$22.63 

48.48 

8 

$90.52 

DECREASE 

6530011190015 

PAD  BED  LINEN  PROTECT 

NON  WOVEN  POLY  DISP  300S 

2 

1 

PG 

28.00 

2 

$24.74 

56 

4 

$49.48 

SAME 

6530011536366 

BOTTLE  NURSING  PLAS  8  OZ 

SGL  HOLE  NIPPLE  48S 

1 

1 

PG 

19.50 

1 

$40.06 

19.5 

1 

$40.06 

DECREASE 

6530011554062 

BAG  WASTE  RECEPTACLE 

48X40  RED  PLAS  250S 

2 

1 

PG 

50.90 

1 

$72.78 

101.8 

2 

$145.56 

DECREASE 

6530011642953 

SURGICAL  PACK  DISP  5 
COMPONENTS  STER  DISP  10S 

2 

1 

PG 

6.00 

1 

$60.55 

12 

2 

$121.10 

SAME 

6530011832863 

DISPOSAL  CONTAINER  HYPO 
NDL&SYR  6.9QT  12S 

1 

1 

PG 

11.00 

1 

$35.58 

11 

1 

$35.58 

SAME 

6530013492767 

BAG  SPECIM  POLY  CLR 

BIOHAZ  MARK  6X9IN  1000S 

1 

1 

PG 

3.20 

0.003 

$118.58 

3.2 

0.003 

$118.58 

DECREASE 

6530014622497 

WIPE  GERMICIDAL  6X6.75IN 

160S 

4 

2 

PG 

3.10 

0.7 

$13.90 

6.2 

1.4 

$27.80 

SAME 

6530014984313 

DRAPE  SURG  EMER  118X63IN 
CYSTO  LITHO  W/PCH  8S 

1 

1 

PG 

18.00 

4.2 

$144.37 

18 

4.2 

$144.37 

SAME 

6532011622132 

SHIRT  INFANT  TIE-BACK 

STYLE  WHITE  DISP  125S 

1 

1 

PG 

4.00 

1 

$219.79 

4 

1 

$219.79 

SAME 

6532013329906 

DIAPER  INFANT  POLY  WHITE 
DISPOS  ABLE1 80S 

1 

1 

PG 

2.00 

0.01 

$28.19 

2 

0.01 

$28.19 

SAME 

6532013334144 

SLEEVE  SURGICAL  GOWN  PLAS 
STER  DISP  60S 

1 

1 

PG 

4.00 

0.001 

$71.23 

4 

0.001 

$71.23 
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STATUS 

NSN 

NOMEN 

AS 

QTY 

ESP 

QTY 

UI 

ESP 

WGT 

ESP 

CUBE 

ESP 

COST 

AS 

WGT 

AS 

CUBE 

AS  COST 

INCREASE 

6545015503317 

KIT,  MATERNITY  CARE  PACK, 
PRESOURCE 

l 

2 

KT 

1.10 

0.24 

$423.74 

0.55 

0.12 

$211.87 

DECREASE 

6550011587995 

TEST  STRIP&COLOR  CHART 
URINARY  PH  FILLED  DISP 

2 

1 

PG 

6.80 

1.132 

$63.62 

13.6 

2.264 

$127.24 

INCREASE 

6550013563980 

BACTERIOLOGICAL  SPEC 
COLLECT  &  TRANSP  FEM  50S 

1 

2 

PG 

1.60 

0.06 

$188.66 

0.8 

0.03 

$94.33 

SAME 

6550014740651 

BACTERIOLOGICAL 
COLL&TRANSP  W/TRANS 

MEDIA  50S 

2 

2 

PG 

2.00 

2 

$54.96 

2 

2 

$54.96 

SAME 

6550014910825 

TEST  KIT  HUMAN  CHORIONIC 
GONADOTROP  DET  12S 

4 

4 

PG 

4.60 

0.06 

$518.88 

4.6 

0.06 

$518.88 

INCREASE 

6550014963355 

TEST  KIT  CHLAMYDIA 

TRACHOM  DETECTION  25S 

1 

4 

PG 

4.00 

4 

$795.00 

1 

1 

$198.75 

SAME 

6550015210124 

POTASSIUM  HYDROXIDE  SOL 

10%  50S 

2 

2 

PG 

2.00 

0.2 

$101.40 

2 

0.2 

$101.40 

DECREASE 

6640006180066 

COVER  GLASS  MICROSCOPE 
SLIDE  22  MM  1  OZ 

10 

2 

PG 

0.26 

0.006 

$3.76 

1.3 

0.03 

$18.80 

DECREASE 

6640015129892 

SLIDE  MICROSCOPE  CLEAR 
FROST  WRITE  AREA  144S 

5 

3 

PG 

6.75 

0.75 

$149.01 

11.25 

1.25 

$248.35 

SAME 

6640015429647 

SEXUAL  ASSAULT  DETERM  KIT 
FINGERSTICK  13S 

1 

1 

PG 

1.35 

0.28 

$394.28 

1.35 

0.28 

$394.28 

DECREASE 

6810001002470 

ACETIC  ACID  GLACIAL  1  LB 

2 

1 

BT 

1.20 

3.125 

$13.73 

2.4 

6.25 

$27.46 

SAME 

7210010132824 

WASHCLOTH  HOSPITAL 

PATIENT  DISPOSABLE  1000S 

1 

1 

PG 

15.00 

1.55 

$72.40 

15 

1.55 

$72.40 

DECREASE 

7210015316103 

SHEET  BED  72X40"  SOLID 

AQUA  DISPOSABLE  80S 

5 

2 

PG 

10.00 

2 

$94.00 

25 

5 

$235.00 

DECREASE 

7510002729662 

STAPLES  PAPER  FASTENING 
OFFICE  TATE  5000S 

2 

1 

BX 

0.43 

0.02 

$0.80 

0.86 

0.04 

$1.60 

SAME 

8105011755533 

BAG  PLAS  24X24IN  PLAS  10GAL 
1000S 

1 

1 

BX 

2.25 

0.25 

$16.88 

2.25 

0.25 

$16.88 

SAME 

8105011839769 

BAG  PLAS  39X33IN  DARK 
BRN&GRN  33GAL  125S 

1 

1 

BX 

10.00 

1 

$37.45 

10 

1 

$37.45 
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STATUS 

NSN 

NOMEN 

AS 

QTY 

ESP 

QTY 

UI 

ESP 

WGT 

ESP 

CUBE 

ESP 

COST 

AS 

WGT 

AS 

CUBE 

AS  COST 

SAME 

8940013624842 

FORMULA  INFANT  FEEDING 

BT  W/IRON  30Z  48S 

l 

l 

PG 

20.24 

0.459 

$4.22 

20.236 

0.459 

$4.22 

DECREASE 

6510NCM07154 

1 

BANDAGE,  IV  TRANSP  PLAS 
SELF-ADH  PED  STER 

4 

2 

PG 

0.04 

0.04 

$140.54 

0.08 

0.08 

$281.08 

INCREASE 

6515NCM07141 

1 

CATHETER,  FEMALE  5-3/4IN  14 
FR.  (4.6  MM) 

1 

3 

BX 

3.00 

3 

$105.36 

1 

1 

$35.12 

DECREASE 

6530NCM06012 

1 

TOWEL  PACK  SURG  GRN 
26INX18IN  DISP  STER  100S 

3 

1 

BX 

10.00 

2 

$33.67 

30 

6 

$101.01 

INCREASE 

6530NCM07147 

1 

JAR,  SPECIMEN  PREFILLED 

FORM  10%  60ML  50’S 

1 

2 

PG 

2.00 

2 

$36.64 

1 

1 

$18.32 

INCREASE 

8415NCM99110 

2 

PROTECTIVE  EYEWEAR  10'S 

1 

2 

BX 

1.50 

1.5 

$100.00 

0.75 

0.75 

$50.00 

TOTALS 

507.37 

75.50 

$14,611.18 

827.23 

104.51 

$14,243.61 

DURABLES 

INCREASE 

6135008357210 

BATTERY 

NONRECHARGEABLE  1.5  VOLT 
CYLIND  12S 

2 

6 

PG 

21.00 

0.162 

$59.04 

7 

0.054 

$19.68 

SAME 

6135008503177 

BATTERY 

NONRECHARGEABLE  CARBON 
ZINC  9  VOLT 

1 

1 

EA 

0.30 

0.026 

$0.34 

0.3 

0.026 

$0.34 

AS  937A 

6515014615798 

TOURNIQUET  NONPNEUM 
VACUTAINER  1INX18IN  25S 

1 

1 

PG 

0.00 

0 

$0.00 

0 

0 

$0.00 

AS  937A 

6515015306660 

BATTERY  DEFIB-MONIT 

RECORD  SYST/651 501 5291 390 

1 

1 

EA 

0.00 

0 

$0.00 

0 

0 

$0.00 

INCREASE 

6530007260459 

MATTRESS  HOSP  BASSINET 
27X13X2IN  RBBR  FOAM 

1 

2 

EA 

4.00 

3 

$77.20 

2 

1.5 

$38.60 

DECREASE 

7210012129427 

BLANKET  INFANT  RECEIVING 
100%  COTTON  30X40IN 

36 

2 

EA 

6.00 

1.146 

$3.36 

108 

20.628 

$60.48 

SAME 

7510002815234 

PENCIL  N  ONINDELIBLE 
GRAPHITE  LEAD  NO.2  12S 

1 

1 

DZ 

0.10 

0.001 

$1.39 

0.1 

0.001 

$1.39 

SAME 

7520003126124 

MARKER  TUBE  FINE  TIP 

BLACK  12S 

1 

1 

DZ 

0.50 

0.01 

$9.39 

0.5 

0.01 

$9.39 

56 


STATUS 

NSN 

NOMEN 

AS 

QTY 

ESP 

QTY 

UI 

ESP 

WGT 

ESP 

CUBE 

ESP 

COST 

AS 

WGT 

AS 

CUBE 

AS  COST 

DECREASE 

7520009044476 

MARKER  TUBE  TYPE  YET  TOW 

12S 

2 

l 

DZ 

0.10 

0.001 

$5.76 

0.2 

0.002 

$11.52 

DECREASE 

7520009357135 

PEN  BALL-POINT  BLACK  FINE 

12S 

8 

l 

DZ 

0.75 

0.015 

$5.25 

6 

0.12 

$42.00 

SAME 

7530002237939 

NOTEBOOK  STENOGRAPHER'S 
6X9  IN  12S 

1 

l 

PG 

5.43 

0.154 

$13.61 

5.434 

0.154 

$13.61 

SAME 

7530002910098 

FOLDERS  FILE  MANILA-INV 
8.875INX11.75IN  100S 

1 

l 

HD 

6.00 

0.1 

$6.98 

6 

0.1 

$6.98 

SAME 

7690009354118 

LABEL  PAPER  RECTANGULAR 
1.5INX2.5IN  1000S 

1 

l 

RO 

1.19 

0.07 

$9.26 

1.19 

0.07 

$9.26 

TOTALS 

45.37 

4.69 

$191.58 

136.72 

22.67 

$213.25 
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